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Manufacture 


More and mote, electrical appliance cus- 
tomers are asking — “Will it cause radio inter- 
ference?” And in the answer to that question lies 

the secret for many more sales of your products. 


Here at Cornell-Dubilier you'll find your answer — in a modern 
Ba and complete laboratory, devoted to RADIO NOISE AND 

| SPARK SUPPRESSION DEVICES — the industry’s most expe- 
rienced engineers — the thirty-seven-year C-D background, un- 
| equalled in the capacitor field. They’re all at your disposal — 
| NOW. Whether you want toRadio Noise-Proof equipment al- 
ready in production — or if you’re engineering a new product 
from the ground up — C-D Quietones will do the job efficiently 
and permanently. YOUR IN- 
QUIRIES ARE INVITED. Cornell- 
Dubilier Electric Corporation, Dept. 
L4, South Plainfield, New Jersey. 
Other large plants in New Bedford, 
Worcester and Brookline, Mass., and 
Providence, R. I. 


Make Your Products More Sale- 
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able with C-D Quietone Radio 
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If you have ever spliced wires 
and cables in real mean loca-. 
tions, you probably are a 
strong “‘booster’’ for Penn- 
Union Connectors - - - 


|: Because you know how much 
tat easier they are to use in close 

quarters: Working up against 
a wall...squeezing into small 
boxes, to join short ends of 
stiff wire .. . reaching around 
pipes, and splicing wires in 
dark holes where you can 
hardly see. 


LARGER SURFACES 


for the wrenches make the Penn-Union 
connector more practical—you grip it from 
ANY angle, with ANY kind of wrench (box, 
socket or open-end). Developed by 20 years 
of constant improvement. Accurately made, with 
rigid engineering inspection. Reusable over and 
over. Can be furnished in Bronze or Aluminum. 


Sold by Leading Wholesalers 


PENN-UNION ELECTRIC CORP. 
ERIE, PA. 


Canada: Dominion Cutout Company, Ltd., 
250 Richmond St. West, Toronto 


The Complete Line of Conductor Fittings 
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Yours for the asking! 


More than 150 pages of up-to-date information, tables, and 
data on all the Alcoa Aluminum Alloys, including new 
Alcoa temper designations. If you design, fabricate, or have 
the final say on using aluminum in your products, you need a 
copy of this new edition of ‘Alcoa Aluminum and Its Alloys 
finger tips. 

: Write eae for your copy. Address: ALUMINUM CoMPANY 
or AMERICA, 2113 Gulf Building, Pittsburgh 19, Pennsylvania, 


or one of the 54 Alcoa sales offices nearest you. 
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THE COVER 


A main control board upon the upper panels -.of 
a which are mounted sixty-seven long-scale wide-angle 
| instruments used in the operation of a modern 
j | steam-electric power plant. Longer scales in smaller 
| space is however but one of the features resulting 
from recent improvements in the basic design of 
switchboard instruments. The development and 
characteristics of these new instruments are de- 
scribed in the article on page 14. 
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e LONGER SCALE...FOR GREATER READABILITY 


GREATER STRENGTH 


eSPRING-MOUNTED JEWELS..-FOR 


GENERAL ELECTRIC an- 
nounces the first completely 
new, completely post-war line 
of switchboard instruments— 
the new long-scale line. Here 
are instruments embodying 
improvements in construction 
and operation that were 
learned during the war years 
—improvements that will lend 
added readability and in- 
creased attractiveness to any 
switchboard installation. 


Much attention has been 
given to details .. . from the 
standpoint of appearance, 
readability, and mechanical 
design of the mechanisms. 
Take a look at these features 
and we are sure you'll agree 
that these are_ instruments 
you'll want to specify for all 
new installations. 
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QUICKER, MORE ACCURATE 
READING on the long, 7.1-inch 
scale, spanning 250 degrees, with 
all figures reading laterally instead 
of on a curve. 


ATTRACTIVE, MODERN, AP- 
PEARANCE in the new black 


_ Textolite* cover, with circular mask 


covering the mechanism at center of 


dial, serving to emphasize only. 


scale and pointer. 
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STURDINESS—Jewels spring 
mounted to minimize possibility of 
accidental damage to pivots. 


EASE AND ECONOMY OF 
SERVICING assured by new “unit” 
design . . . entire moving-element 
assembly can be removed without 
disturbing calibration. 


FOR EASE AND ECONOMY OF SERVICE 


OTHER POPULAR FEATURES OF THE NEW 
LONG SCALE LINE ARE— 


Reduction of behind-the-panel depth. . . potential circuit 
resistance built within the instrument in most instances. 
Economy of space...small size—only 4% inches 
square—permits mounting of five instruments side-by- 
side on a panel only 24 inches wide. |-per-cent 
accuracy . .. antiparallax scale and pointer plus 
antiglare glass permit readings from any reasonable 
distance or angle. 

And those are only a few of the features available 
to you in these new instruments. Couple them with the 
many other refinements found in all G-E switchboard 
instruments and you have a line unexcelled in quality 
and performance . . . instruments that will do the job 
better, quicker, and more efficiently. 

When you need switchgear or additional switch- 
board instruments, insist on the G-E long-scale line 
and be sure of the best. Ask your nearest G-E sales 
office for complete information on these AB-15 (a-c) 
and DB-15 (d-c) instruments. . . 


A-c Ammeter A-c Voltmeter — A-c Wattmeter 
Varmeter Power-factor Meter Frequency Meter 
Synchroscope D-c Ammeter D-c Voltmeter 


Apparatus Dept., General Electric Company, Schenec- 
tady 5, N. Y. 


#*Reg. U.S. Pat. Off. 
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Ionization So 


eter—Model M60 
(Process & Instruments, 


Brooklyn, N. Y.) 


Driver-Harris Company 
HARRISON, NEW JERSEY 
BRANCHES: Chicago, Detroit, Cleveland, Los Angeles, San Francisco, Seattle 


detector employs 


NIGHROME V" exclusively 


€0° Mass Spectremeter Tube 


"THE Mass Spectrometer, which has played vital roles in the discovery of 
U-235 and its subsequent applications in fields of atomic energy and cancer 
research, is one of the most important measuring instruments of the modern 
age. Its ability to crack molecules and then sort them according to mass makes 
it unique for analytical purposes. 
Materials entering into its construction must be superlatively stable, assuring 
the highest degree of accuracy at all times, and retain their characteristics 
unfailingly throughout a long life of trouble-free service. 
Specifications for the metal used in the Ionization Source and Collector System 
typify the super-critical requirements that have to be met. The metal must be: 
(a) non-magnetic (ic. remain unmagnetized in the presence of the 
powerful magnet used in the Mass Spectrometer) ; 


(b) able to withstand temperatures of approximately 665°F. in a 
vacuum of 10-7 mm. mercury without deformation or evaporation; 


(c) non-porous, and non-absorbent of gases; 
(d) easily machined, drilled, tapped, threaded, and spot welded; 
(e) available in wire, sheet and rod forms. 


“Of all available metals” states Process & Instruments Inc., of Brooklyn, N. Y., 
makers of Mass Spectrometers, “Nichrome V most satisfactorily meets all these 


requirements and hence, with the exception of the tungsten filament, is ex-- 


clusively used by us in the construction of the Mass Spectrometer. In addition, 
a Nichrome heating element is used for outgassing the Spectrometer Tube of 
absorbed moisture”. 

If you have particularly exacting specifications to meet, consult with us. There 
are more than 80 Driver-Harris alloys specifically designed to fill the require- 
ments of the Electrical and Electronic Industries. The fruits of our 48 years 
of specialized research experience are at your service. 


Exclusive Manufacturers of Nichrome 


Manufactured and sold in Canada by 


The B. GREENING WIRE COMPANY, LTD., Hamilton, Ontario, Canada 


*7.M. Reg. U.S. Pat. Off. 
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LARGE industrial company had been order- 

ing 12 types of carbon brushes for one type 

of motor, in small lots of 25 to 450. By utiliz- 
ing the brush-standardization methods recom- 

mended by National Carbon Company, Inc., it 
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was found that one type of brush could be used 
on all the motors. This company then ordered 
their annual supply of 6000 carbon brushes for 
this type of motor in 3000-item lots and saved 
$870 — simply by buying in more economical 
quantities. 

If you use carbon brushes — just a few or many 
thousands — you can save time and money by 
writing to National Carbon Company for de- 
tailed recommendations on how to simplify 
brush stocks. Or, if you prefer, call in a National 


Carbon Company representative for on-the-job 
consultation. 


NATIONAL CARBON COMPANY, INC. 


Unit of Union Carbide and Carbon Corporation 


UCC) 
30 East 42nd Street, New York 17, N. Y. 


Division Sales Offices: Atlanta, Chicago, Dallas, Kansas City, 
New York, Pittsburgh, San Francisco 
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USES CLARE SEALED kéEtg yn 


OF PROPELLER CONTROL Sy¢ 


Cutaway view of relay box of Curtiss-Wright Propellers shows (bottom) 
the four Clare Type "K” Relays which perform important operations. Two 
relays at right normalize the propeller reversing circuits; relay second from 
left is de-icing relay to reset the de-icing system; relay at left gives warning 
if propeller synchronizer motor is in an off-speed condition. 


The Clare Type "K” d-c Relay is outstanding for speed of operation, resistance 
to vibration, and extremely small size. In the hermetically sealed cover, it is 
immune to the most extreme conditions of dust, moisture, air pressure and 
combustible gases. 


TE 


Curtiss-Wright’s Propeller Division has pro- 
duced many “famous firsts” in aircraft propulsion 
... one of the most important being the reversible 
propeller which provides positive, smooth brak- 
ing action under all landing conditions. 


Choice by Curtiss-Wright engineers of Clare 
“Custom-Built’’ Relays to perform important 
functions in the control of these propellers is a 
tribute to the ability of Clare engineers to “cus- 
tom-build’’ a relay which meets the most exact- 
ing specifications. 


Located in a relay panel in the rear of the pilot's 
compartment, four Clare Sealed Type “K” Re- 
lays function automatically to normalize the 
propeller reversing circuits, to reset the de-icing 
system, and to give warning if the propeller syn- 
chronizer motor is in an off-speed condition. 


Clare Sealed Type Relays are used because of 
their immunity to changes in atmospheric pres- 
sure, humidity, dust or dirt... are sealed at the 
factory to operate exactly as required over a 
long period. 


Clare Relays have long been first choice of man- 
ufacturers whose products must not fail. Selec- 
tion of quality materials, precise manufacture, 
and ability to “custom-build” just the relay for 
the specific requirement have made Clare Relays 
a ‘must’ with engineers who insist on... and 
get... the best. 


Sales engineers are located in principal cities, 
ready to show you how the Clare “custom- 
building” principle can give you just the relay 
for your most difficult requirement. They are 
listed in your telephone directory. Look them up 
there, or write: C. P. Clare & Co., 4719 West 
Sunnyside Avenue, Chicago 30, Illinois. Cable 
Address: CLARELAY. In Canada: Canadian 
Line Materials, Ltd., Toronto 13. 


**Custom-Built’’ Multiple Contact Relays for Electrical and Industrial Use 


HOFFMANN 


CONVENTIONAL 
Single Row Width 
sealed bearing has 
small grease capacity. 


IF IT ISN'T WIDE ENOUGH, IT ISN’T GOOD ENOUGH 
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NORMA-HOFFMANN 
patented double ‘row 
width ‘‘Cartridge’”’ 
Bearing has 100% 
greater grease 
capacity. 


NORMA-HOFFMANN “CARTRIDGE” BEARING 
GIVES YOU | 


]| LONGER LIFE. A 100% greater grease capacity than 
conventional width sealed bearings. This means longer 
grease life ...longer periods between relubrication — 
because a large volume of grease does not oxidize or 
dry out as readily as a thin film of grease. 


2, GREATER CONTACT AREA. 43% to 85% greater con- 
tact area between shaft and bearing bore and between 
~ housing and bearing O.D., as compared to conven- 
tional width bearing. This eliminates need for lock- 
nuts and results in greater shaft strength as it is 
unnecessary to cut locknut threads. Slippage and 
peening are also prevented. 


3 FULL LOAD CARRYING CA- 
PACITY. Unlike many other sealed 
bearings, full size balls are used; 
hence, there is no reduction in 
load carrying capacity. 


Also available under license 
from the Marlin Rockwell Corp., 
Jamestown, N. Y. 


NORMA- 


PATENTED 


America’s No. 1 Sealed Bearing - 


| Norma-Hoffmann Bearings Corporation 


Stamford, Connecticut 


FIELD OFFICES: New York, Chicago, Cleveland, 
_ Detroit, Pittsburgh, Cincinnati, Los Angeles, San 
Francisco, Seattle, Phoenix : 
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A-C ADJUSTABLE-SPEED WOUND-ROTOR DRIVE 


A condensed guide to the give and take of power, the speed 
and direction of rotation, the direction of voltage and 
current, and resultant performance of wound-rotor 

machines is furnished by the article on p. 22 


LOOKING TOWARD MAIN STREET 


Where industry's awareness of its new role in 
American life must stand the test—and the pres- 
ent test concerns a program to beat inflation 


By CHARLES E. WILSON 


President, General Electric Company 


ANY managers in industry are today spend- 
ing more and more of their time looking out 
their office window toward Main Street and 

what is going on there. | 

No longer can managers of business concentrate 
their whole attention upon manufacturing and selling, 
as they once did. Industry has matured in America, 
and the economic and sociological implications of this 
maturity are all about us. Industry is not only the 
manager; it is the employee, the stockholder, and even 
the customer. The day has passed when an employee 
can limit his concern to the time clock and the pay 
envelope, and when a stockholder can confine his 
interest to his dividend checks. In our economy even a 
buyer of merchandise and services should bring to his 
role a sort of moral pattern, in the sense of encouraging 
through his custom those enterprises which also offer 
responsibility and integrity. Managers must therefore 
act as trustees for employees, stockholders, and public. 
The morals and motives of business, its habits and 
character as a citizen in the community in which it 
lives—these things are today of prime importance. 

One should not have to look beyond his own com- 
munity to find a growing awareness of this sense of 
trusteeship on the part of business men. There are in 
the country today many voluntary efforts to plant this 
standard, but progress will be slow for which reason 
patience will be necessary. First of all, there is the 
movement that begins at the bottom, with the ind1- 
vidual, with the small business, in a specific com- 
munity. Here are the men who can supply the real 
strength, even though much of their time must be pre- 
occupied with their own problems of making a living. 
Second, there is the machinery by which this social 
evolution is being achieved—for example, such motivat- 
ing bodies as the United States Chamber of Commerce; 
The Advertising Council; The Joint Committee of the 
two great advertising associations, one made up of the 
agencies and the other of advertisers; and the various 
similar groups drawn from business, labor, and the 
professions. These associations are now voluntarily 
trying to apply their talents to the tremendous job of 
uniting, strengthening, and advancing the people of the 
United States along the road to their manifest destiny. 


This article is based on an address given by Mr. Wilson at the recent 
annual conference of the U. S. Conference of Mayors.—-Ep. 

Wat Pies eee Pe ty ce 

This article is so paged that, without mutilating other articles, 1t can be 


conveniently removed for separate filing by tearing out pages 11 to 12.—Ep. 


So far 1 have dealt with the sense of trusteeship in 
only a very general way. Now let us turn to what is 
perhaps the most immediate need for it—the com- 
batting of inflation. While there has been a great deal 
of argument on this subject, it is generally recognized 
that there are three solutions to inflation: one of them 
is doing nothing; the others call for action. 


It is the first solution which should keep us awake 
nights, because it has only one inevitable end, and that 
is depression. Most of us have been through this wringer 
before and can pretty well recall what happened. The 
scars of the last depression still color the economic and 
political thinking of the majority of American adults. 
This time, a depression would be even more serious, and 
it would probably destroy the American economic and 
political system as we have known it. This is because 
of our new position of world leadership, inherited from 
the ruins of World War II, and of the extreme depend- 
ence of the rest of the world, particularly the western 
world, upon the continuance of our economic leadership. 


With each advance in prices of such items as food, 
clothing, and_ shelter, pressure increases upon all 
business and industry to meet those higher living costs 
with higher wages. Higher labor costs are immediately 
and necessarily reflected in higher prices for manu- 
factured goods—and with each advance in prices we 
narrow our market and proceed to price ourselves out 
of it. This is because not everyone shares in the wage 
increase, of course. The vast number of people who 
live on fixed incomes from investments, trusts, pen- 
sions, annuities, and so on, just cannot keep up, because 
their fixed income in inflation dollars buys less and less. 
This shadow is followed by a blacker one REUTERS 
because inflation is a process that eventually begins to 
take in presently employed wage-earners, as demand 
for goods falls off and shops close. We can go down even 
faster than we went up, and it is harder to SvOp= 598 
much for the hard and cruel depression—Or 
solution to inflation. To say that we don’t 
an understatement. . 

The first of the remaining two solutio : 
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continue to exist—in fact it is this American system, 
and no other, which has made us the deciding factor in 
two world wars and which has given us our present 
economic position in the world. 

There remains the third solution—the most difficult 
of all because it is the most satisfactory in its results; 
the most difficult of all because it must proceed largely 
from voluntary action by individual citizens and 
individual companies acting intelligently and un- 
selfishly. The real facts about our inflation are gradually 
becoming more widely known and understood. Na- 
tional holdings of bonds and cash were swelled during 
the war by new money, created to pay the people who 
produced the goods of war. What they produced was 
then shot away—they were unable to spend their 
money on it as ordinarily happens to what we produce. 
Even now we have a new twist to this inflationary 
process represented by our tremendous agricultural and 
industrial production for export—this will take away 
once more from the things that we are able to spend our 
money for at home. Because we have too much money 
and too few goods, prices rise, and the dollar we earn is 
worth less and less. That brings us almost down to date. 

The only thing that industry can do, in the face of 
such a situation, is to produce more out of the existing 
wage dollar. Obviously, to increase wages is only to add 
to available money. It adds nothing to the supplies of 
food, clothing, or manufactured goods—and the dog 
simply chases its tail. What makes this a tough situa- 
tion will become clearly evident by my now switching 
from the general to the following simple example—the 
experience of the General Electric Company, about 
which I can speak with more authority as to the facts. 

In two years we have granted two, flat, wage in- 
creases. Last year we added some 50 million dollars to 
our payroll by such a move. In neither case did we 
deem this wise, but in neither case did we have a choice. 
Under similar circumstances we would have no choice 
again, because we have a policy of paying the going 
wage, or better, for any community in which we do 
business, for comparable kinds of work. As long as 
living costs rise, community wage levels will rise, and 
added labor costs will result in necessarily increased 
prices of the things we make. Too many people are fooled 
into a false sense of well being by the extra money—the 
feeling of being richer—and they get lax in their work 
and careless in their spending of income and savings. 

This is where the first misleading element creeps in. 
Corporate profits, including our own, have looked very 
large in terms of dollars, but this is because we have 
tremendously increased our volume. We were able to do 
that because we have expanded our facilities and added 
to our employees even beyond wartime levels. We are 
doing a lot more business than we ever did before—but 
the net profit which we are getting back out of the sales 
dollar is less than half what it was before the war. 

It is ridiculous to draw any conclusions, as so many 
have done, from the profits shown before taxes. It is 
just as ridiculous, as so many more have done, to draw 
conclusions from the ratio of profit on investment. 
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The cold fact remains that when the product is made 
and sold, and the money collected, and our expenses of 
doing business paid, we have left less than half as much 
from each dollar of sales as we had prewar. Frankly, 
we do not consider this a safe operating margin. Yet 
on January 1 of this year, General Electric did some- 
thing that tended to reduce even that too-small margin. 
We reduced prices. That looks like bad management, 
so I want to outline what our thinking was. 

Some have called it a gesture, and I guess it was, 
but even gestures can be costly. We calculated that this 
one would result in savings of 50 million dollars to 
consumers. We do not think for a moment that our 
single action will directly reduce the cost of living for 
any of our employees. We do not think for a moment 
that by itself it will reverse the inflationary trend.. It 
might be said that what we hoped to do by this act was 
to buy our way into a spot where we could legally and 
morally urge other companies to try the same thing, 
where we could honorably and logically urge our 
employees to start an anti-inflation campaign of their 
own by buying less expensive foods, making clothes 
last a little longer, adding to their savings instead of 
taking away from them to pay current expenses. This 
is exactly what we are doing. What will be the result of 
this honest effort—within our limited means to better 
the lot of all Americans—is in the lap of the gods at 
the moment. 

To combat inflation we immediately set out to cut 
our manufacturing costs by five per cent. We set out to 
persuade the people who supply us with materials and 
components to reduce their prices to us. We set out to 
persuade people who buy motors and other component 
parts from us, on which we had reduced prices, to 
reduce their prices in turn. We have in progress a very 
elaborate campaign with our employees, in most of the 
cities where we have a plant, which starts with manage- 
ment and supervisors and goes on down, educating, 
urging, showing. We suggest that they do everything 
in their power to help the program to catch on in their 
communities. We are trying to work with merchants, 
banks, and others. We know that in the end, when the 
chips are down, it is the individual, exercising intelli- 
gence and self-restraint because he understands what 
he is doing, who will determine the success or failure 
of this program, and who will prove in his own fashion 
whether this system of ours has the power to cure 
inflation in its own orderly way. 

No diagram is needed to show what this can mean in 
a community; neither is a diagram needed to show 
what each of us, as citizens of that community, should 
be doing about it. This is something that has to begin 
at home. Always remember that important key word— 
Voluntary. There is no voluntary action when every- 
body sits and waits for something to happen—for some- 
body else to do sometiing first. Only by resolute and 
thorough examination of one’s own resources and 
opportunities, followed by determination to set so 
inspiring an example that others will follow, can 
inflation be checked. 
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NEW LONG-SCALE INSTRUMENTS 


ONG-SCALE wide-angle switchboard instruments 
combine an increase in scale length with smaller 
panel space requirements.“ Long-scale instru- 

ments were not new, but only shortly before the war had 
new materials and techniques become sufficient to make 
a comprehensive variety of such instruments feasible 
for accurate electrical measurement under the widely 
varying conditions encountered in practice. 

The long-scale 414-in. square instruments at once 
found wide acceptance. They can be mounted with re- 
markable economy of space on switchboard panels. 


For example, on a panel two feet square it is possible 


to mount 25 of the long-scale instruments, compared to 
nine of the conventional six-inch rectangular flush type. 
Moreover, each of the compact new instruments has a 
scale length 36 per cent greater than that of the larger 
conventional instruments. These features made the 


Material used in this paper was presented at technical sessions of AILEE 
Winter and Summer Conventions in 1947. 
——_——— eee! 
This article is so paged that, without mutilating other articles, it can_be 
conveniently removed for separate filing by tearing out pages 14 to 19.—Eb. 


Fig. 1. A new long-scale instrument, showing characteristic styling 


Recent improvements in materials 
and techniques have yielded new in- 


struments for modern switchboards 


By R.M. ROWELL and N. P. MILLAR 


Instrument Engineering Division, West Lynn Works 
General Electric Company 
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instruments particularly desirable for use on ships. An 
excellent record of service has proved their value, and 
the experience gained during the war years has been 
the basis of further improvements. 

General improvements which apply to the new 
instruments include: 


(a). An increase of 10 degrees in scale angle (total 
scale length is 7.1 in.). 


_ SINTERED-IRON 
INSERT ATTACHED 
TO FRAME 


SOF T-IRON 
POLE PIECE 


ONE-PIECE SINTERED — 
IRON CORE AND 
MAGNET RING 


Fig. 2. Basic elements of mechanism for d-c ammeters 
and voltmeters 


(b). A more easily readable scale obtained by the 
use of new uniform-width numerals, horizontally 
arranged, and wedge-shaped accent marks at the 
numbered calibration lines. These permit rapid read- 
ings without confusion in associating the numerals 
with the proper point. 


(c). Improved appearance obtained by a carefully 
styled plastic cover. A beveled window opening per- 
mits reading at sharp angles, and a center mask con- 
ceals the instrument mechanism and prevents any 
distraction from this source (Fig. 1). 


(d). The use of spring-backed jewels which mini- 
mize pivot damage due to severe impacts. 


In addition, many of the instruments have been 
made much easier to disassemble and repair, and some 


(1)*Design of Long-scale Indicating Instruments,” by A. J. Corson, 
R. M. Rowell and S. C. Hoare, Electrical Engineering (AIEE Transactions), 


vol. 61, June 1942, p. 318. ee 
“Advancements in the Design of Long-scale Indicating Instruments,”’ 
by R. M. Rowell and N. P. Millar, Electrical Engineering (AIEE Transactions 


Abstract), vol. 66, Jan. 1947, p. 90. 
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have been made smaller in size. Improvements have also 
been made in performance characteristics. Dimension- 
ally, old and new instruments of the long-scale wide- 
angle design are interchangeable. 


The following deseription covers in more detail the 
features of various new instruments of this design. 


D-c Ammeters and Volitmeters 

A long-scale d-c instrument requires a magnet system 
with a long radial air gap of high flux density to pro- 
vide adequate operating torque. Although this require- 
ment was met in the previous design, it has been found 
possible to build a magnetic circuit assembly that pro- 
vides a constant air gap under all conditions, increasing 
the permanency of calibration, making a more uniform 
scale distribution, and permitting disassembly for ser- 
vicing or repair without changing scale distribution. 

Fig. 2 shows the new magnet system. In this design 
the magnetic return path is made in a single piece 
which includes the central core and the outer ring. 


Fig. 3. Magnetic circuit, showing flux paths 


ly! 
ATTRACTION 
VANE 


Fig. 4. Development of attraction-repulsion 
members for a-c voltmeters 


Pressed-powder metallurgy has made it possible to 
sinter this iron return path in a single mold. 


Since the moving-system coil must encircle the 
central core, an opening must be provided to permit 
removal of the moving system. The opening in the 
central core is sufficiently wide for the moving coil to 
pass through; and the circular center opening, together 
with the elongated slot below it, permits the passage of 
the supporting frame when it is necessary to remove 
the frame and moving-system assembly for inspection 
or repair. The break in the magnetic core is made at a 
magnetic neutral point (Fig. 3) where the flux splits in 
two directions and thus has a minimum effect on the 
flux density and scale distribution. To minimize the 
scale-distribution effect, a piece of sintered iron is cast 
onto the frame to close this core opening when the 
frame and moving system are inserted. 
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Fig. 5. Improved attraction-repulsion mechanism for a-c voltmeters 
and ammeters 


A new method of resistance-card mounting has re- 
sulted in a decrease in depth because self-contained 
voltmeters do not now have the resistance cage for- 
merly mounted on the rear of the instrument. Resist- 
ance cards are embedded in solventless varnish in a 
depression in the inside of the base. This effectively 
seals the resistor against damage and rapidly conducts 
away the heat developed in the resistor. 

The new instrument has high torque and a relatively 
large torque-to-weight ratio and is inherently shielded 
against the effect of stray magnetic fields. 


A-c Ammeters and Volitmeters 

Experience has shown the attraction-repulsion iron- 
vane mechanism to be the simplest and most efficient 
type now in use for long-scale a-c ammeters and volt- 
meters. The continued use of this system has indicated 
it to be very stable, and possible improvements are 
chiefly in the control of scale distribution. The devel- 
oped magnetic system (normally formed cylindrically 
inside a circular coil) is shown in Fig. 4. The dimen- 
sional relations and relative positioning of these four 
magnetic components determine to a great extent the 
scale distribution. Adequate control of these relations 
therefore, is necessary to maintain the most Peadable 
and most closely matching scale distributions. 

To obtain proper spacing between fixed and moving 
vanes, the radius of the latter is controlled by a one- 
piece vane and bracket punching. This construction 
not only results in a more uniform radius of operation 
but also eliminates soldering and welding pOCrations 
which may have detrimental effects on the magnetic 
properties of the vane. 

The circular shape of the attraction members is 
maintained more accurately by the use of a aw 
tubular section on the inside of the shields which ae 
them in position. The construction is shown in Fig. 5 
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Fig. 6. A comparison of a-c ammeter and voltmeter scale distributions 


cy tee 


A-(AMMETER) B -(VOLTMETER) 


Fig. 7. Developed shapes of repulsion irons for (A) a-c ammeter and 
(B) a-c voltmeter 


Slotting of the shield has been found unnecessary 
because of the high-resistance material being used, and 
errors from eddy currents have been found negligible 
up to 400 cycles. Considerable attention has been given 


to scale distribution; and the use of different repulsion- 


vane designs for the ammeter and voltmeter has made 
these instruments particularly suitable for their spe- 
cific purposes. Fig. 6 shows the ammeter and voltmeter 
scales. It will be noted that the ammeter is essentially 
uniform down to approximately 20 per cent of full- 
scale value, whereas the voltmeter is more constricted 
at the lower end in order to permit the widest scale in 
the region normally used. The two repulsion members 


VOLTMETERS 
4=OLD DESIGN 
-~> NEW DESIGN 


RELATIVE TORQUE 


PER CENT OF FULL SCALE DEFLECTION 


Fig. 8. Torque curves of typical old and new designs of a-c voltmeter 


chined to very close tolerances, facilitate the duplica- 
tion and control of scale distribution to a large extent 
and result in a straighter torque curve, as shown in 
Fig. 8. 

Damping of all a-c instruments of the new design is 
accomplished by two semicircular multipole alnico 
magnets which set up eddy currents in a segmental] 
aluminum disk carried by the moving system. The 
alnico magnets are cast with grooves to separate the 
ten pole faces (Fig. 9) and are magnetized by looping 
a conductor around through the grooves as shown in 
Fig. 10 and passing through this conductor a d-c im- 
pulse of short duration. This produces alternate north 
and south poles. The return flux path is made through 
a soft steel plate beneath the disk. 


Wattmeters and Varmeters 

Since both wattmeters and varmeters use an iron- 
cored electrodynamic type of mechanism, they must 
have long air gaps and are therefore subject to the same 
problems that apply to d-c instruments. The new design, 
therefore, deals with the control of scale distribution 
as well as improvements in accessibility and stability. 
A new field circuit is shown in Fig. 11. It utilizes a one- 
piece laminated core and return path with a fixed air 
gap. The laminations are punched from a new silicon 
strip steel which permits high flux density with low 
hysteresis and are cemented together with a solventless 
varnish under heat and pressure. The use of rivets is 
eliminated, except those required to attach the field 
assembly to the bracket, thus reducing eddy currents. 
The field coil itself is cast in a solventless varnish, mak- 


100 


Fig. 9. Cutaway section of magnetic damping system 


are shown in Fig. 7; and it will be noted that the one 
used on the ammeter has the steeper slope at the zero 
(wide) end, which tends to open up the distribution in 
this region. 

To permit a more accurate control of scale distribu- 
tion and a closer matching of instrument scales, the 
full-scale ends of the attraction members have been 
given an increased slope which results in greater sensi- 
tivity of this adjustment. These modifications, together 
with the positive positioning of the attraction vane 
against the end of the field coil, and the use of a molded 
field coil having the repulsion vane as an insert ma- 
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Fig. 10. Diagram of method of mag- 
netizing damping magnets 
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Fig. 12. Expanded sketch indicating method of removing wattmeter 
frame and moving system 


ing a rigid assembly which cannot be easily damaged 
and which, because of its high thermal conductivity, 
effectively dissipates the heat of the coil. 


The new field and moving system have a much 
higher torque-producing effectiveness than the previous 
design, resulting in a higher total torque and torque- 
to-weight ratio with smaller size, lighter weight, in- 
creased overload rating, and lower volt-ampere burden. 

Mechanical improvements have made the instrument 
capable of being easily disassembled for repair or 
maintenance. Fig. 12 shows how the frame and moving 
system can be removed through the opening i tine 
hook-shaped core, without disturbing the magnetic 
circuit, by simply unsoldering two leads and removing 
a few screws which attach the supporting frame and 
the damping magnets to the base. 

The smaller mechanism has made room for the 
potential circuit resistors inside the case and thus re- 
duces the total instrument depth. 

Power-factor compensation has been provided in the 
form of a capacitor shunting the moving coil and part 
of the series resistor to reduce the effect of the potential 
circuit inductance and the iron losses in the instrument. 


Compensation has also been applied to reduce the 
tendency to deflect slightly when potential alone is 


applied, as is common to mechanisms of this type. The 
tendency is due to a solenoid effect in which the coil 
moves in such a direction as to link the greatest possible 
amount of flux. This effect has been practically elim- 
inated in the new design by means of a compensating 
winding in series with the moving coil and connected 
in such a direction as to oppose the upscale deflection. 
Since both the solenoid effect and that of the compen- 
sating coil increase with voltage, correct compensation 
is obtained at all voltage values within the rating of 
the instrument. Compensation for both power factor 
and voltage creep are shown in the schematic connec- 
tion diagram, Fig. 13. 


Power-factor Meters 

The power-factor meters of the long-scale wide-angle 
design make use of the rotating-magnetic-vane prin- 
ciple. Two magnetic vanes are mounted on opposite 
sides of the shaft about one inch apart and are con- 
nected magnetically by a nickel-iron sleeve. This 
moving-vane system is polarized by a stationary cur- 
rent coil surrounding the center sleeve; the complete 
assembly with its supporting plastic frame is set inside 
a polyphase motor-type stator. The stator is excited 
from line potential with its current limited by a series 
resistor. 


Power-factor meters are unique in that their readings 
should be independent of variations in both current 
and potential, assuming the phase angle to remain 
constant. Usually the small voltage variations en- 
countered do not disturb the accuracy of these instru- 
ments seriously, but since the circuit current may vary 
as much as 5 or 10 to 1, there is usually considerable © 
effect on instrument accuracy. In the conventional 
electrodynamic type, the torque exerted by the con- 
ducting spirals is sufficient to make the instrument 
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Fig. 13. Connections for power-factor and voltage compensation 


partially current-responsive. While the rotating-mag- 
netic-vane type has no spirals, a small torque due to 
potential alone is set up in a manner that may be 
described as hysteresis-motor action. The effect of this 
extraneous torque will vary with the instrument torque 
and consequently produces the greatest errors at low 
current values, where it becomes an appreciable portion 
of the total torque. In the previous design, these errors 
were reduced to a low value by the use of well annealed 
nickel-iron alloys. 
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In the new design, this hysteretic drag, and conse- 
quently the current error, has been greatly reduced by 
changing the shape of the moving vane to that shown 
in Fig. 14 and also by a selection of the optimum 


ampere-turns in the stator. This new vane, because of . 
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Fig. 14. New power-factor-meter mechanism 


its shape, saturates at a lower flux density and thus 
gives a flatter torque curve than that of the old design, 
as shown in Fig. 15. This shows the torque value to be 
nearly constant from two to five amperes. 

By proper selection of ampere-turns, a balance be- 
tween the hysteresis torque and other extraneous 
torques is obtained, and the current errors between 1- 
and 5-amp readings are thus reduced to a fraction of 
their former values. 7 

It will be noted that in the new design the torque of 
the instrument has been slightly reduced at the rated 
current of five amperes. However, the weight of the 
moving system has been reduced at the same time so 
that approximately the same torque-to-weight ratio 
is obtained. Moreover, the torque value at low current 
ranges—such as one ampere—has been materially in- 
creased, thus providing more uniform operation and 
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Fig. 15. Power-factor-meter torque curves 


damping over the entire operating range and permitting 
instrument use down to lower values of current than 
were previously considered within the accuracy range. 


_ Synchroscopes 


ynchroscopes also make use of the rotating-mag- 
— perme Yane principle. Their construction is similar to 
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that of the power-factor meter except that the exciting 
coil used to polarize the vanes is wound for potential 
instead of current. In accordance with the present-day 
practice, these instruments are designed for single-phase 
operation so that they may be used universally on 
either single-phase or polyphase circuits. Single-phase 
operation has usually been accomplished by means of 
a phase-splitting network in the form of an external 
impedor. In the new design, the instrument is entirely 
self-contained since an internal resistance-capacitance 
network provides the necessary phase displacement to 
obtain a rotating field in the motor-type stator. This is 


shown schematically in Fig. 16. To obtain a lagging 


current [, in the stator coil No. 2 having the same 
magnitude but 90 deg out of phase with the current 
in stator coil No. 1 (J;), a capacitor C2, is connected 


in series with the No. 2 stator coil. This causes the | 


current I, to lead the voltage V, but in operation the 
current is reversed (shown by —T2) so that it actually 
lags the voltage. For testing and adjusting purposes, 
some means of control is necessary. This is provided 
by the adjustable resistance Ry. The capacitor Cy 
serves to insure the proper phase angle as well as the 
magnitude of the phase shift of current J; in stator 
coil No. 1 when Rz is adjusted in test. This provides a 
very simple and convenient means of adjustment. 
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Fig. 16. Schematic and vector diagrams of new synchroscope-stator 
circuit 


The elimination of the external impedor has resulted 
in an appreciable saving in panel space, and the reduc- 
tion in the number of instrument terminals has simpli- 


fied wiring. The standard instrument now has four 


terminals in order to completely isolate the two circuits 
from the incoming and running machines. 


Frequency Meters 

The latest design of frequency meter operates on a 
new principle which could be described as a mutual- 
inductance principle.® In construction it is similar 
to the single-phase wattmeter except that it has a field 
wound for potential instead of current. With this field 
coil excited, a voltage is induced in the moving coil, 
the magnitude of which depends upon its angular posi- 
tion and, consequently, the position of the pointer on 


~ @)*Applications of the Electrodynamic Instrument Mechanism,’”’ by A. J. 
Cee Ea N. P. Millar, Electrical Engineering (AIEE Transactions Abstract) , 
vol. 66, June 1947, p. 610. 
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the scale. The moving coil is connected so that its 
induced voltage opposes the voltage drop across a 
resonant circuit which varies with the frequency. 
Schematic connections are shown in Fig. 17. 

A difference between these two voltages will result 
in a flow of current through the moving coil. This will 
be acted upon by the field in such a manner as to pro- 
duce a deflection of the moving system. This deflection 
of the moving coil will continue until the in-phase com- 
ponent of the moving-coil current is reduced to zero. 
Thus for each frequency value there is a definite voltage 
drop across the impedance network matched by a given 
value of induced moving-coil voltage which occurs at 
only one scale position. Since there are no control 
springs, equilibrium is established at these points, and 
the instrument may thus be calibrated in terms of 
frequency. : 
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Fig. 17. Schematic connections of frequency meter 


With this simplified construction the use of a sepa- 
rate “restoring mechanism’? has been eliminated, 
resulting in smaller size, simplified calibration, and in 
greater ease of maintenance and repair. 


Summary 

Having proved its value during the war years, the 
250-deg long-scale instrument is now finding increased 
industrial and central-station applications. Modifica- 
tions in design have improved the performance char- 
acteristics, the ease and permanence of calibration, and 
accessibility for inspection or repair. Changes in cover 
design have been functional, resulting in better read- 
ability and improved appearance. The CovEeR shows 
a typical switchboard panel utilizing these instruments. 
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WOUND-ROTOR MACHINE OPERATION 


Compact analysis of motoring and generating action in 
adjustable-speed drives. Correlation of electric power, 


mechanical power, and electrical and mechanical speeds 


By HAL GIBSON 


Industrial Engineering Divisions 


Apparatus Department, General Electric Company 


EMANDS for adjustable-speed a-c drives 
have resulted in an increasing use of systems 
utilizing wound-rotor machines. Such sys- 

tems may be of the simpler type involving only a 
wound-rotor induction motor and secondary control, 
or the systems may be more complex, using wound- 
rotor motors and means whereby the secondary or slip 
power can be fed back into the constant-frequency bus. 
Other systems may employ the wound-rotor machine 
as a frequency changer for use in adjustable-trequency 
adjustable-speed a-c drives. 

Because of this increased use of wound-rotor ma- 
chines, a review of them with respect to the relation- 
ships between primary and secondary electrical power, 
mechanical power, and the electrical and mechanical 
speeds in a simple manner is of interest to a large 
number of engineers. 

Consideration will be given first to a wound-rotor 
machine operating with one winding connected to a 
constant-frequency bus. The operation will be divided 
into three regions of speed: 


(1). Where the machine rotor moves in the same 
direction of rotation as the magnetic revolving field 
of the stator, but at a lower speed. In this region the 
rotor speed lies between zero and synchronous speed, 
and the slip of the rotor is positive and is equal to 
or less than synchronous speed. 

(2). Where the machine rotor moves in the same 
direction of rotation as the magnetic field of the stator 
but at a greater speed. For this condition the slip of 
the rotor is negative, and may have any magnitude. 

(C)eeeinere the fotor moves. in a direction 
opposite the direction of rotation of the stator 
magnetic field. Here, the slip of machine is positive 
and equal to or greater than synchronous speed. 


The three fundamentals to remember are: 


(1). The sum of all of the power inputs into the 
machine is equal to the sum of all the power outputs, 
neglecting losses. 

(2). The algebraic sum of the rotor mechanical 
and electrical speeds is equal to stator electrical 
speed, or, the algebraic difference between rotor 
mechanical and stator electrical speed equals rotor 


electrical speed. 


—— e ° ° ‘ £ 
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(3). The mechanical torque on the rotor is equalto 
the electrical torque of the stator magnetic field. The 


electrical torque on the rotor is also equal to the rotor 
mechanical torque and to the stator electrical torque. 


For the purposes of this article, all considerations are 
based on the per unit system, with synchronous speed 
assumed equal to unity and the power input into the 
constant-frequency winding also assumed equal to 
unity. | 

Power flow out of the shaft is defined as motoring 
operation, and power flow into the shaft of the machine 
is defined as generator operation. 

All losses are neglected. 

Power into the machine is considered positive, and 
power out of the machine, either electric or mechanical, 
is considered negative. Rotations in the clockwise direc- 
tion are positive; rotations counterclockwise, negative. 

The fixed-frequency-field* electrical speed ws is, for 
these considerations, the speed of the stator magnetic 


; : 3 f 

* With regard to the operation of the wound-rotor machine under any o 

the conditions outlined in this article, either the rotor, the moving part of gee 

induction machine, or the stator could be connected to the line or the fixed- 
frequency source of power, and similar operations would result. 
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Fig. 1. Operation of the wound-rotor type machine with positive 
mechanical rotation below synchronous speed 


(+) ws =stator electrical speed =unity (line frequency); electric power 
at the stator is also assumed equal to unity 
(+) $ =slip, the rotor electrical speed; equivalent to electric power at 
the collector rings : : 
(+) wr =rotor mechanical speed =(1-S); equivalent to, mechanical power 
(+) and (—) =direction of power flow and direction of rotation; (+-) indicates 
power flow into the machine, and indicates clockwise rotation 
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field and corresponds to line frequency in cycles per 
second. With operation from a constant-frequency bus, 
both stator-field speed and line frequency are assumed 
to be unity. | 

The slip S, electrical speed of the variable-frequency 
field, corresponds to the difference between the stator- 
field speed and rotor mechanical speed wy. 


Positive Rotation Below Synchronous Speed 


For Motoring 

Fig. 1° covers operation of the machine in the first 
region, corresponding to mechanical speeds between 0 
and 1.0 and slips between 1.0 and 0. 


Figs. 1(a), 1(b), and 1(c) refer to motoring operation, 
in which mechanical power output from the shaft is 
obtained. Fig. 1(a) shows the flow of power into and out 
of the machine, indicating the per unit power into the 
stator from the line, out of the collector rings as electric 
power, and out of the shaft as mechanical power. 

Fig. 1(b) indicates this graphically, with the positive 
power being referred to the input into the machine. 

As the electrical torque on the stator and the rotor 
are equal, and also equal to mechanical or shaft torque, 
the three components of power are, as indicated in F ig. 
1(b), directly proportional to the electrical speed of 
the fixed-frequency field frequency, rotor electrical 
speed (slip), and rotor mechanical speed. 


Fig. 1(b) shows the division of power at any speed. 
For instance, at one-third speed the stator power input 
passes out of the rotor as 0.33 per unit mechanical 
power and 0.666 per unit electrical power at a fre- 
quency equal to 0.666 per unit line frequency. This is 
true irrespective of the power input into the stator. 


Fig. 1(c) represents a simple diagram of the forces 
between the stator field poles and a single conductor 
or side of a coil of full-pole pitch. Although the poles 
rotate in the same direction as the rotor, the relative 
motion between the stator field and the rotor are in the 
opposite direction. Thus the induced voltage and cur- 
rent (neglecting the reactance of the coil) are as indi- 
cated. Consequently the force produced on the con- 
ductors by the currents flowing in the rotor conductors 
and the magnetic field is in the same direction as the 
motion of the stator rotating field; therefore mechanical] 
rotation 1s in that direction, and the machineis motoring. 


For Generating 


Figs. 1(d), 1(e), and 1(f) are for the wound-rotor 
induction machine operating through the same speed 
ranges as already presented in Fig. 1 but being driven 
externally by another motor. Here it will be noted in 
Fig. 1(d) that excitation at slip frequency must be 
applied to the rings (power flow in) and that the rotor 
must be driven mechanically at a speed corresponding 
to the difference between the stator frequency and the 
slip frequency applied to the rings. Under this con- 
dition, the power flows in at the rings, also in at the 


+ Fig. 1 and the subsequent illustrations are merely indicative of machine 
operation; and losses are not considered or indicated in the illustrations. 
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shaft, and out through the stator to the line. Fig. 1(e) 
indicates graphically the division of power between the 
rotor electrical power, rotor mechanical] power, and 
stator power at different rotor speeds. 


Fig. 1(f) indicates the forces on the conductor due to . 
the currents flowing in it. The rotor is driven in the 
same direction as the rotation of the magnetic field, and 
the relative motion is in the direction of that for 
motoring. However, current is forced through the con- 
ductor in the direction opposite to the induced voltage. 
Consequently the force on the conductor caused by the 
action of the current and the field is in the direction 
opposite to that of rotation; this results in the con- 
ventional feedback of power back to the line. 


Positive Rotation Above Synchronous Speed 


For Motoring 

Figs. 2(a), 2(b), and 2(c) apply to the motoring con- 
ditions in the speed range above synchronous speed. 
Fig. 2(a) indicates the flow of power into and out of 
the machine, with power flowing into the collector 
rings at slip frequency and into the stator at line 
frequency; the sum of these two emerges as mechanical 
power at speeds above synchronism. Fig. 2(b) indicates 
this in a graphical manner, showing the proportionate 
amounts of rotor electrical, rotor mechanical, and stator 
electrical power at various rotor speeds. 

Fig. 2(c) indicates the forces on the conductor, the 
relative motion of the conductor and the stator fields, 
the direction of the stator-field rotation and the direc- 
tion of the mechanical rotation of the rotor. In this case 
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Fig. 2, Operation of wound-rotor. machine with positive mechanical 
rotation above synchronous speed 
(++) ws =stator electrical speed = unity (line frequency): ee 
at stator assumed equal to unit e y); electric power 
(—) S=slip, the rotor electrical speed; equivalent ¢ 
the collector sings ; BE to electric power at 
Wy =rotor i eed =(1 —S): i j 
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p 
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the slip-frequency current is in opposition to the 
induced voltage of the conductor resulting from the 
rotation of the field poles past the conductor. 

The solid lines in Fig. 2(c) indicate actual current 
flow and flux direction, and the dotted lines show the 
directions of induced voltages. However, the force on 
the conductor is in the same direction as rotation; con- 
sequently this is a motoring condition. Since the slip is 
negative, the power flows out of the shaft. 


For Generating 

Figs. 2(d), 2(e), and 2(f) refer to the operation of the 
machine when considered as a generator or when it is 
being driven by a motor or other device above syn- 
chronous speed. Fig. 2(d) shows that the power input 
flows out of the collector rings at slip frequency and 
back into the line at stator frequency. The machine oper- 
ates at a speed corresponding to the sum of the collector- 
ring frequency and the stator frequency. Fig. 2(e) also 
shows the division of power between the collector rings 
and the stator and the power input from the shaft. 

It will be noted that, in Fig. 2(f), the mechanical 
rotation of the rotor is opposite in direction to the force 
on the rotor due to the interaction of the rotor current 


and the stator field. 


Negative Rotation 
For Motoring | 

Here the induction machine is operating with a 
positive slip greater than, or equal to, unity, and the 
mechanical speed is negative or zero. For the motoring 
condition, shown in Figs. 3(a), 3(b), and 3(c), power 
enters the collector rings at slip frequency and comes 
out of the stator at line frequency and out of the shaft 
as mechanical speed. Fig. 2(b) shows graphically the 


division of power at different rotor speeds between — 


stator output, mechanical shaft output, and the elec- 
trical rotor input. 

Fig. 3(c) indicates that the mechanical rotation is in 
the same direction as the mechanical force on the con- 
ductor produced by the interaction between the 
magnetic field and the current in the rotor. However, 
the current flow indicating power input into the 
collector rings is in opposition to the induced voltage in 
the conductor resulting from the relative rotation of the 
stator magnetic field and the rotor. The same con- 
vention holds in regard to the relative motion, im: that 
the rotor conductors are considered stationary and the 
stator moving, which is true with regard to the internal 
induced voltage in the conductors. _ 


For Generating 


Figs. 3(d), 3(e), and 3(f) refer to the condition of the 
machine operating as a generator, or with mechanical 


_ Power input into the shaft. Here power flows into the 


Seermachine mechanically through an external motor 


ie. the machine against the rotation of the mag- 
en . eld of the stator; and power also flows into the 
Machine irom the line. Power flows out electrically 
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: ue Collector rings at a speed corresponding to a 
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slip frequency greater than unity and is proportional 
to motor speed, as indicated in Fig. 3(e). With power 
input to the stator being positive, the positive power 
input from the stator and from the shaft is, of course, 
negative power output from the collector rings. 

Fig. 3(f) is the force diagram and shows that the 
rotation of the rotor is in opposition to the force 
generated between the current in the rotor conductors 
and the magnetic field of the stator. However, the 
current flows in the conductors in the direction of the 
induced voltage produced by the magnetic field of the 
stator cutting the rotor conductors. This, then, is 
generator action, from the standpoint of the mechanical 
power input into the machine and the standpoint of the 
conductors on the rotor. 

Although the machine can run either above or below 
its synchronous speed, it could not run as a motor at 
synchronous speed, as might be inferred, unless some 
form of d-c power was fed to the rotor in such a manner 
as to excite it with the north and south poles which it 
would have at slip frequency. This method of operation 
is employed in some instances, and the machine is then 
called a synchronous induction motor. The diagrams 
indicating no power input to the rotor do not consider 
the necessary power for excitation of the rotor under 
the condition of synchronous operation. 


Constant Rotor Speed with Adjustable Frequency on Both 
Rotor and Stator 


The rules set up for construction of Figs. 1, 2, and 3 
can be applied also to the condition of adjustable rotor 
and stator frequency. Fig. 4(a) shows a wound-rotor 
induction machine operating at constant rotor me- 
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Operation of wound-rotor operation with negative mechanical 
rotation 
(+) ws =stator electrical speed =unity (line frequency); electric power 
at stator assumed to be unity, 2 
(+) S=slip, the rotor electrical speed; equivalent to electric power at 
the collector rings ~ : 
(—) wy =rotor mechanical speed =(1 —S); equivalent to mechanical 
DOWET. P : 
(+) and (—) =direction of power flow and direction of rotation; (+) indicates 
power flow into machine, and indicates clockwise rotation 


Fig. 3. 
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chanical speed equivalent to 30 cps with an adjustable 
frequency of 0 to 30 cps input into the collector rings 
c. What is direction of power flow at the shaft a and 
stator b if rotor electrical speed is in the opposite 
direction of rotation as the mechanical speed? 

As both frequencies on the rotor are added alge- 


braically to determine stator frequency, this frequency 
will be: 


where S =slip frequency at collector rings c. Constant 
mechanical rotor speed = 1.0. 

And, as the torques are equal for all three speed ele- 
ments, the power is:P. (collectorrings), proportionalto S; 
Pa (shaft), constant; Ps (stator), proportional to (1—S). 


(oF 
| S$-=0-30 cps i 


—_—> 
a 


Constant rotation 
== 30 cps 


b. ; 
(I-S)= 30-0 cps 


C. 
S =30-Ocps 


—— 


a. 
Constant rotation 
=> 320 cps 


b. 
i+S=60-30 cps 
(b) 
Operation with constant mechanical rotation and ad justable 
frequency at both stators and collector rings 


(+) S =adjustable-frequenc i ; 
a ncy supply input at collect 

1 (+) @=constant mechanical rotation zs rotor shaft a en 
+( +S) =adjustable frequency supply at stator b 


Fig. 4. 


| The power flow will be in at the collector rings ¢ 
in’at the stator b, and out at the shaft a, since the att 
of all the components of power in must equal the sum 
of the component of power flowing out of the machine. 

similarly, for Fig. 4(b), with the rotor running at 
constant mechanical speed equivalent to an electrical 
speed of 30 cps, power is to flow out at collector rings ¢ 
at frequencies of 30 to 0 cps, and the electrical speed of 
the rotor is to bein the same direction of rotation as rotor 
mechanical speed. The frequency at b, or stator, will be: 


Js Olpsy, 


Adding rotor electrical and mechanical speeds 
algebraically, the power will be: Ps (stator), propor- 
tional to (1+.S); Pa (shaft), constant; P. (collector 
rings), proportional to S. 

Power will flow into the stator b, out at the shaft a 
and out at the collector rings c. : | 

Thus it is seen that the power is proportional to the 
speed. The rotor electrical and mechanical power will 
flow in the same direction as their speeds, with respect 
to each other. That is, if rotor electrical and mechanical 


speeds are in same direction, both components of rotor 


power will be either into or out of the rotor; if the 
rotor speeds are in opposite directions, the power flow 
will be: one component into the rotor; the other com- 
ponent out of the rotor. 


GENERAL ELECTRIC REVIEW 


ASSOCIATED ELECTRICAL 
INDUSTRIES LIMITED 


British Thomson-Houston Co. Ltd. 
Edison-Swan Electric Co. Ltd. 


Ferguson, Pailin Limited 


Harcourts Limited 


Hotpoint Electric Appliance Co. Ltd. 


(Incorporating International Refrigerator Co. Ltd. 
and Premier Electric Heaters Ltd.) 


Metropolitan-Vickers 
Electrical Co. Ltd. 


Metropolitan-Vickers-G RS Ltd. 
© 
Agents and Licensees of the 


GENERAL ELECTRIC Co., U.S.A. 
for the United Kingdom. _ 


Aer e 


Pulp Products Department 
| a es E 


_ WEST VIRGINIA PULP & PAPER COMPANY | 


35 E. Wacker Drive, Chicago, Ill. | 


| 
‘ a. 

| ae 
} re 


230 Park Avenue, New York, N.Y. 


How 


To Dr. Seuss friction is a nightmare. 


It’s a nightmare to the manufact- 
urer, too! For friction is the great 
enemy of production. It steals time. 
Retards speed. Wears down moving 
parts. Kicks up costs. 


Ball bearings help end this. They 
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@® Widely known as an 
author and illustrator 
(including cartoons 
aimed at mosquitoes), 
Theodor Seuss Geisel 
now lives in Holly- 
wood. His new book, 
““McElligot’s Pool’’, was 
a recent Junior Liter- 
ary Guild Selection. 
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assure greater rigidity, more precise 
alignment of parts. By permitting 
higher speeds, they increase produc- 
tion — bring lower costs. 
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LECTRICAL short circuits in aircraft first be- 

came a serious problem in the early years of 

World War II with the advent of the four- 
engined airplane and the subsequent rapid increase in 
electric-power requirements. Since that time much 
study has been given to the problem, and various 
means developed for the protection of aircraft electrical 
circuits and equipment. Some of these means were con- 
sidered individually in a series of articles”; it is the 
purpose of this article to consider the over-all problem 
of eliminating electrical fire hazards in aircraft and to 
present results of actual tests of protective equipment. 


Aspects of High-current Faults 


In the early days of large aircraft, little was known 


of the effects of high-current short circuits and whether 
these could be relied upon to be self-clearing. A con- 
siderable amount of experimental work was performed 
by various investigators,@»® and at the outset two 
major facts came to light: 


(1). That with high energy concentration at the 


short circuit, a fault will be self-clearing but 
accompanied by scattering of molten metal 
globules over a considerable area (Fig. 1). 

(2). That with low energy concentration at the short 
circuit, a permanent contact between the con- 
ductor and airplane structure may result. 


Results of tests showed that self-clearing faults were 
predominant on a statistical basis, although the range 
of clearing time was from the minimum of 0.05 sec to 
the maximum of 2.5 sec, with a median value of 
approximately 0.6 sec. It was therefore evident that a 
short circuit could not be relied upon wholly to clear 
itself within a time short enough either to prevent 
structural damage or, more seriously, to avoid fires. 
This conclusion was arrived at independently by in- 
vestigators®),) using mock-up electric systems and 
from investigations carried out on the B-29 and B-32 
airplanes. In addition, it was found that a short-circuit 
resulting in permanent contact between the conductor 


1)‘*—D-c Power Systems for Aircraft,’’ by H. J. Finison and R. H. Kaufman, 
Sent Oct., Nov., Dec. 1945, pp. 22, 35, 59, 56; Mar., May, June, Aug., 1946, 
. 51, 46, 46, 41. : 
ce (2)‘‘Electric-Circuit Burning-Clear and Damage Phenomena on Aircraft 
Structures,’ by C. M. Foust and ais G. Hutton, AIEE Trans., Vol. 63, 1944, 
(3)*A-c and D-c Short-Circuit Tests on Aircraft Cable,’’ by J. C. Cunning- 
ham and W. M. Davidson, 961-9, AJEE Trans., Vol. 63, 1944. 


This article is so paged that, without mutilating other articles, it can be 
conveniently removed for separate filing by tearing out pages 27 to 32.—Ep, 


- April, 1948 97 


ELECTRIC POWER SUPPLY 
PROTECTION ON AIRCRAFT 


The trend toward more electrical operations, 
plus growth in airplane size, has greatly in- 
creased requirements. Reliability is essential 


By DR. J.G. HUTTON and P. C. BOGIAGES 


General Engineering and Consulting Laboratory 
General Electric Company 
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and airplane structure would disturb the entire electric 
system and thus interfere with control of the plane. 

In many instances a self-clearing fault is more 
dangerous than a welded fault, since it is accompanied 


by arcing, extremely high temperatures, and showers 


of molten metal. This type of fault develops when only 
a few strands of the cable touch the airplane structure; 
with this condition, the concentration of energy is ex- 
tremely high and causes the metals to melt and an arc 
to strike. Arcing continues until the structure is per- 
forated or the cable melts away from the point of 
contact. cae 

When the area of contact is great, the concentration 
of energy is comparatively low. Consequently there is 
only a limited amount of melting of the cable, and no 
arc occurs, but the cable may become welded to the 
frame. The fault is then continuous, with resultant 
disturbance of the entire electric system. Examples of 


Fig. 1. Cable-fault test in which the high energy concentration scattered 
molten globules and resulted in a self-clearing fault 


Fig. 2. Damage to a 24ST aluminum plate resulting from arcing and 
from bolted faults. Groups J and 3 were caused by the arcing from frayed 
cable which cleared themselves by burning through the plate 


damage to a 24ST aluminum plate are shown in Fig. 2. 
Groups 1 and 8 were caused by arcing faults (frayed 
cable) which cleared themselves by burning through 
the plate. 


On large airplanes, with electric systems of high- 
ampere capacity, there is more likelihood that faults 
will be self-clearing. Fig. 3 is an oscillogram of a fault 
from which heavy arcing resulted, but which burned 
clear in 1.383 sec. The intensity of the arc and the area 
affected by scattered particles is illustrated in Fig. 1. 


Preventive Measures 


die sbest. means to forestall a short circuit. are 
frequent inspection of wiring and connections, proper 
handling and stowage of luggage and freight, care in 
handling tools, and primarily, proper training of 
maintenance personnel. Having exercised every pre- 
caution to preclude the possibility of a fault condition, 
it is then necessary, in view of the foregoing considera- 
tions, to provide adequate protection should a fault 
develop. 
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Fig. 3. Oscillogram of voltage disturbance resulting from heavy arcing; the fault burned clear in 1.33 sec 
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Protection Devices 

To accomplish the isolation of the faulted circuit 
while permitting the remainder of the system to con- 
tinue operating with a minimum fluctuation of voltage, 
protective devices must be selective and quick-acting. 
Delay in clearing short circuits results in reduction of 
system voltage to an extremely low level, thus depriv- 
ing the system of considerable power (Fig. 3). Relays 
and contactors may fall open because of low voltage 
on their closing coils. This action could cripple the 
entire electrical system of the plane. 


Protection methods may incorporate the use of 
fuses and circuit breakers of various types. In general, 
fuses are less satisfactory than circuit breakers because 
of their operating time characteristic and because they 
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Fig. 4. Characteristics of a typical overcurrent breaker 
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must be replaced after one operation. 
Today’s practice shows a preference for 
circuit breakers rather than fuses. 
Nondirectional overcurrent circuit 
breakers are available in both the ther- 
mal and magnetic types; both have 


inverse-time characteristics and serve 


for many purposes. Characteristics of a 
typical overcurrent breaker are shown 
in Fig. 4. Reverse-current breakers have 
particularly wide applications in protec- 
tive systems. The reverse-current circuit 
breaker is illustrated in Fig. 5; its char- 
acteristics are shown in Fig. 6. It is used 
principally in the generator circuits be- 
tween the generator relay and the posi- 
tive bus, as shown in Fig. 7. When a fault 
occurs in the generator, the generator 


relay, or their connecting cables, the | 


breaker will trip on the reversed flow 
of current from the bus; si- 3 
multaneously, an auxiliary 
contact on the breaker opens 
the shunt-field circuit of the 
faulted generator. 


Control, Load, and Distribu- 
tion Circuits 


The protection of control 
circuits and instruments is 
accomplished by overcur- 
rent circuit breakers of low 
rating—for example, 5 and 
20.amp. These breakers are 
light, compact, and highly 
dependable in performance. 


Fig. 5. Physical size and general appearance of a typical reverse-current 


breaker 
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Fig. 6. Characteristics of the breaker shown in Fig. 5 
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Protective devices in a 30-volt d-c generator circuit 


Individual load circuits are fed from a load bus and 
connect directly to the utilization apparatus. A fault 
in one particular line would result in an excessive flow 
of current in that line. Therefore, overcurrent pro- 
tective devices serve well in safeguarding load circuits. 
Most of these incorporate an inverse-time feature to 
compensate for initial inrush current and short-time high 
currents as occasioned by normal switching operations. 


Distribution or feeder circuits constitute what might 
be termed the transmission lines of the aircraft electric 
system. The load buses which they feed are entirely 
dependent upon these channels for their supply. For 
that reason they require protection to the highest degree. 


Feeders are in the form of single-channel and dual- 
channel circuits. For some applications, a single source 
of supply to the load bus is adequate. On al] essential 
loads, however, power should be supplied by two or 
more independent feeder channels. Then, in the event 
of a fault, one line is still available for Carrying the load. 
Each of the feeders in a multiple-feeder circuit should 
be capable of carrying continuously at least 909 per cent 
of the total load. 
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_ resistance, the proper coils may be selected to effect an 


Single Channel 

A fault in a single-channel feeder system would 
immediately produce an excessive flow of current in 
the line. A nondirectional overcurrent circuit breaker 
is sufficient to sense this high current flow and to clear 
the fault. It is necessary only to check the co-ordination 
between the breaker in the feeder circuit and those in 
the lines fed from the load bus. The feeder circuit 
breaker must have the shorter time delay in operation. 


MAIN BUS 


—— | ——— 
— 


| 
| 
| 
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| 
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LOAD BUS 


Fig. 8. Arrangement for the balanced-current system 


Multiple Channel 

Figs. 8 and 9 illustrate two suggested methods of 
supplying the load bus by a multiple-channel feed. 
They are a balanced-current and a dual-channel system, 
respectively. 

Fig. 8 illustrates the application of a balanced- 
current protective device to a multiple-channel dis- 
tribution system. The circuit breaker will trip when 
a specified ampere-turn difference is established be- 
tween its coils. 


Consider a fault applied as indicated in Fig. 8. The 
available current flows to the fault by two separate 
paths. Because of the difference in resistance in each 
path, the current divides unequally and in inverse 
proportion to the resistance. Thus, there is a current 
difference between each coil of the breaker. When this 
difference of current reaches a predetermined value, 
the protectors at both ends of the circuit will trip. 


A circuit breaker has been suggested on which the 
coils would be interchangeable, allowing variation of 
the current carrying capacity and the number of turns. 
‘Then, for a particular installation with a known cable 


a unbalance that will exceed the minimum trip value. 


: ek 


’ a he balanced-current system is not responsive to 
OV Berent and, therefore, no problem of co-ordination 
eth the breakers in the load circuits. 
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Dual-channel System 

The system in Fig. 9 combines nondirectional over- 
current and reverse-current protectors. Here the trip 
characteristic of the reverse-current breakers is ex- 
tremely fast compared to that of the overcurrent 
breakers. Should a fault occur at the point indicated in 
Fig. 9, the reverse-current breaker will trip on current 
flowing from the load bus. The thermal breaker will 
then trip to isolate the fault completely. The load bus 
will be fed by the remaining channel. 

Laboratory tests have been performed to investigate 
the reliability of this system. In these tests were used 
two reverse-current circuit breakers (800 amp) and 
two thermal breakers (200 amp). Power was supplied 
by two 300-amp generators. Faults were applied to the 
system by connecting a length of aircraft cable from 


some point in the circuit, as shown in Fig. 9, to an. 


aluminum alloy plate (Fig. 2). Fig. 10 is an oscillogram 
illustrating breaker co-ordination when a fault occurs 
in the vicinity of the reverse-current circuit breaker. 


34 AH-24 VOLT BATTERY 


300A 30 V 
0-C GENERATOR 


REVERSE CURRENT 
] ) cincur BREAKER 


Fig. 9. Schematic diagram for the dual-channel system that combines 
reverse-current and overcurrent breakers 


It was found that the reverse-current breaker served its 
purpose extremely well, faults being cleared in approxi- 
mately 1.5 cycles of a 60-cycle wave. 

Figs. 11 and 12 are oscillograms of faults in the 
vicinity of the thermal breaker. These require a slightly 
longer time to clear, but even this time is a matter of 
only a few cycles. 


Fault-current and Trip-time Determination 


Previous to the actual laboratory tests, a series of ; 


calculations was made to determine the fault currents 
and tripping times of both breakers. The values of 
fault resistances normally encountered were obtained 
from an earlier investigation.® They ranged from a 
minimum of 0.0001028 ohm to a maximum of 0.000975 
ohm. 
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Faults of varying resistance in the vicinity of the 
thermal breaker were considered first. For each selected 
value of fault resistance, the total circuit resistance was 
computed and the system voltage determined. When 
a plot of voltage as a function of current for various 
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Fig. 10. Oscillogram illustrating breaker co-ordination, for the system 
in Fig. 9, when a fault occurs in the vicinity of the reverse-current breaker 


values of total circuit resistance was imposed upon the 
external transient and _ steady-state characteristic 
curves of the generator, a value was obtained for the 
transient and steady-state fault currents encountered 
at those resistances. Fig. 13 illustrates this procedure 
for a two-generator system. With the current values 
obtained and a knowledge of the time required to reach 
steady-state (usually 2/3 value in 0.05 sec and full 
steady-state value in 0.1 sec) a plot was made of 
fault current against time (Fig. 14). The trip time of 
the reverse-current breaker could be determined from 
this curve. 


The time of trip depends upon the flux growth in the 
trip coil, which builds up more slowly than the current 
through the breaker, approximately in accordance with 
the exponential relationship 


t=i9(1—€“") 


over the greater part of the operating range. Here 7 is 
the breaker minimum trip current, 7 a given value of 
current which causes the breaker to operate in time t, 
having a time constant of 2’. 


Fig. 11. Oscillogram showing the rapid clearing of an arcing fault in the dual-channel feeder when faults occur 
in the vicinity of the thermal breaker 
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Fig. 12. Oscillogram showing the clearing of a welded fault in the vicinity of the thermal breaker 
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H| REVERSE-CURRENT BREAKER 
| 


Test Trip Time (Seconds) 
No. I (Amperes) 


Measured Calculated 


AMPERES 


| For a given 7%, the time to trip was determined 
| | graphically as shown in Fig. 15. Taking smali incre- 
| ments of ¢ and projecting the average current value 
back to a new axis at a distance from the origin equal 
to the time constant ¢’ (same scale as t) yields the 
curve proportional to the flux build-up and, conse- 
quently, the time to attain minimum trip current. Trip 
times were determined using several fault resistances. 
From these a plot was made of current vs. trip time 
for the breaker as used in the circuit. 

The calculations included combinations of two, three, 
and six generators and a cable run varying between 
2 it and 100 ft. Table I illustrates the agreement 
between calculated and measured values, thereby 
proving the reliability of a method for investigating 
selectivity, allowable cable lengths, trip times, and fault 
currents without the necessity of expensive testing. 
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TABLE I 


COMPARISON OF CALCULATED AND MEASURED VALUES OF TRIP TIME 
———————————— a rain an 


THERMAL BREAKER 
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Trip Time (Seconds) 


Measured 


Type of Breaker 
at 
Fault 
Location 


Calculated 


Sie a ec eee Ee 


| 3-1 730 0.04 0.039 — No trip — Reverse-current 
3-2 650 0.045 0.046 — No trip — Thermal 
3-3 250 No trip = — No: trip 22 — Thermal 
3-4 700 0.04 0.042 — No trip — Reverse-current 
| 3-5 1300 0.0167 0.0155 1300 0.64 0.63 Thermal 
i] 3-9 1000 0.023 0.021 1600 0.39 0.40 Thermal 
Hh 3-10 900 0.022 0.022 1400 0.52 0.50 Reverse-current 
3-11 1100 0.018 Q:0175 Not used Reverse-current 
I | | 
: 
: 
ey 
i | 30 
| ee 
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STATE 
| ?, 
| eee, a 
a 
Fig. 13. Transient and steady-state curves of a two- 
B generator system and the voltage-current curves at 
32,09 various fault-resistance values; the intersection of these 


curves yields the transient and steady-state fault currents 
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Fault current vs. time, plotted with values obtained from Fig. 13 


Graphical determination of reverse- 
current-breaker trip time 
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The words are those of Rufus Choate, 


spoken in 1840. For in the rotunda of the 
Capitol at Washington, Clay, Calhoun 
and Webster were gazing in amazement 
at busts of themselves, turned by a copy- 
ing lathe. Standing by was Thomas 
Blanchard, the inventor, holding a model 


‘of kis machine. He was seeking a re- 


newal of his patent, and Webster saw that 
the renewal was granted. To the ordinary 
surfacer then in use, Blanchard’s lathe 
added the means of turning irregular 
forms, and since 1819 it had been proving 
‘ts usefulness on gun-stocks, shoe-lasts 
and wheel-spokes. 
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Today all lathes, grinders, drills, boring 
mills, punches depend for their speed and 
accuracy upon anti-friction bearings. 
Many of these bearings are made by 
Siler... for over a long period of years 
crefe has applied its engineering skill 
to the development of ball and roller bear- 
ing units which meet almost every possible 
requirement of the machine tool industry. 


With such long and diverse experience, an 
cmrefe representative is the best man to 


help you select 
THE RIGHT BEARING FOR THE RIGHT PLACE 


sice™ INDUSTRIES, INC., PHILA., PA. 
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HIGH-VOLTAGE RECTIFIER CIRCUITS ... . Part III 


Operation of voltage-multiplier circuits advantageous for high- 
voltage small-current applications. How they can be built up 
from a basic circuit and modified to produce a desired output 


By E. V. De BLIEUX 


Power Transformer Engineering Division 
Pittsfield Works, General Electric Company 


‘kk: most commonly used voltage-multiplier 
circuits are shown in Table III. In circuits of 
this type a relatively low-voltage high-current 
single-phase transformer is used to supply a high- 
voltage low-current d-c voltage that is several times 
the peak voltage of the transformer d-c winding. 

The voltage multiplication is accomplished by 
charging a main set of series-connected capacitors from 
an auxiliary set, also series-connected. The auxiliary 
set is connected to the transformer d-c winding and to 
the rectifier tubes in such a manner as to operate as 
swinging capacitors. The set is charged from the d-c 
winding at the low end of the voltage swing and dis- 
charge into the main set of capacitors at the high end 
of the swing. 

It is advisable in circuits of this type to use current- 
limiting resistors to limit the capacitor charging current 
where the rectifier tubes have emission-limiting char- 
acteristics. Otherwise, overheating of the rectifier-tube 
anode may occur. 

Voltage-multiplier circuits are sometimes called 
ladder circuits because of the similarity of the circuit 
diagram to a ladder and because each section added is 
like another rung added, enabling the voltage to climb 
higher. 

Although these circuits are commonly called voltage- 
multiplier circuits, the output voltage is actually only 
an approximate multiple of the d-c winding peak 
voltage and, under some conditions, the multiplier may 
be less than one. 

The degree of multiplication obtained is a function 
of the tube arc drop and the ratio of the capacitance of 
the eo to the load current. A more descriptive 
name for this class ircul cc 
a. of circuits might be ‘‘voltage- 

The voltage-multiplier circuits shown in Table III 
each include a rectifier transformer, although the recti- 
fier transformer may be omitted if a supply voltage of 
the Puoper value is available. If the transformer is 
omitted, the location of the ground point—and, in fact 
whether there oh be a ground point—depends ad 
Ks fee UPPly Circuit 1s, or can be 
| ie Circuits 1, 2, and 3 (Table III), the Bs 
hy ee d-c Winding is equal to 0.354 times the no-load 
nic. oltage; and the peak inverse voltage is twice th 
AUK voltage of the d-c winding. ae : 


article is so paged that, wi ‘lati 
remo at, without mutilating oth ; i 
‘j .* for separate filing by tearing out Discus i a 
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For Circuits 4, 5, and 6, the rms voltage of the d-c 
winding is equal to the no-load d-c voltage divided by 
the number of stages in the multiplier circuit; and the 
peak inverse voltage is twice the peak voltage of the 
d-c winding. 

Factors for determining the current rating that is 
required for the d-c winding and the tubes cannot be 
given because they are a function of the load, rectifier- 
tube voltage drop, capacitor, rectifier transformer, and 
other circuit characteristics. 


Se voltage Neo 


Fig. 6. Voltage and current wave shapes for voltage-multiplier circuits: 
(a) Circuit Z (Table III); (b) Circuit 2; and (c) Circuit 3 


For the consideration of the voltage-multiplier cir- 


cuits, some of the principles of rectifier-tube operation ~ 


to note are as follows: 


(a). Current flows from anode to cathode and only 
while the potential of the anode is positive with respect — 
to the cathode. 


(b). Current flow is from the positive terminal of the 
rectifier (anode) through the load to the negative ter- 
minals (cathode). : 


(c). While the capacitor is being charged, the current 
flow through the capacitor is from positive plate to 
negative plate. During discharge of the capacitor, the 
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current flow through the capacitor is from negative plate 
to positive plate. 

(d). Heating the cathode increases the supply of 
electrons available. 


Voltage-doubler Circuits 
Single-way, One tube 

Circuit 7 (Table III) is the simplest voltage-doubler 
circuit, requiring only one tube and one capacitor. 
With the positive terminal 
grounded, the filament of 
the tube is at ground poten- 
tial. This permits the use of 
a simple filament trans- 
former—or its omission, if 
suitable filament voltage is 
available. : 

If the negative, instead 
of the positive, terminal is 
grounded, one end of the d-c 
winding will be at ground 
potential; and a filament 
transformer insulated for 
the full voltage will be re- 
quired. For this reason, it is 
usually preferable to ground 
the positive terminal. 

This circuit has the same 
elements as the half-wave 
single-way Circuit 1 (Table 1*) with the exception that 
a capacitor has been added and the rectifier tube is in 
parallel instead of in series with the load circuit. 

Referring to Fig. 6(a), the operation of this circuit 
is as follows: — 

During the interval t; to 2 of the positive half-cycle 
of the transformer voltage, the tube conducts, and the 
transformer charges the capacitor. While the tube is 
conducting,..the load voltage Ez; is zero (zero tube 
voltage assumed). 

At ts, the voltage of the d-c winding passes its posi- 
tive crest, the tube stops conducting, and the load 
voltage becomes the difference between the capacitor 
voltage Ec and the decreasing d-c winding voltage Fr. 
After the d-c winding voltage passes through fs (zero), 
it is in the same direction as the capacitor voltage, and 
the load’'voltage is the sum of the capacitor and d-c 
winding voltages. 

- However, when the load impedance is high this cir- 
cuit may not be satisfactory because of the core satura- 
tion effects of the d-c current component in the d-c 
winding current. 


Single-way, Two tubes 
Circuit 2 (Table IIT) is Circuit 1 with a second tube 
and capacitor added. ; 


*Table I appeared in Part II of this article, in the March issue. 


(e) Method of calculating circuit characteristics that include the cere 
transformer reactance are given in: Electrical Engineering Staff ol anit 
Applied Electronics, John Wiley & Sons, Inc., New York.; “«Graphica Re u- 
tion of Rectifier Circuits,’”’ by Panofsky and Robinson, Electronics, April, 


1941, p. 42. 
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The addition of the second tube and capacitor 
eliminates the interval of zero load voltage that occurs 
with Circuit 1. Therefore both the load voltage and 
load current have a higher and more uniform amplitude 
than Circuit 1 provides. Circuit 2? is preferable to 
Circuit 1 for many applications. The voltage wave 
shapes are as shown in Fig. 6(b). 

It can be shown® that neither this circuit nor the 
voltage-doubler circuits considered later will give a 


TABLE III 
VOLTAGE-MULTIPLIER CIRCUITS FOR HIGH-VOLTAGE RECTIFIERS 


+ [|< 2 —— ——_»«- E+ Lp + 2E___> 


--- 


oF ERS acl 2E saa 


multiplication ereater than one unless the ratio of load 
resistance to tube resistance is greater than approxti- 
mately 10. 


Mechanical Analogy 

A mechanical analogy that will assist in understand- 
ing the operation of Circuit 2 (Table III) and other 
voltage-multiplier circuits is shown in Fig. 7. The 
corresponding components of the mechanical analogy 
and of Circuit 2 are indicated by the same symbols. 

Fig. 7 shows a wheel half immersed in water. Fas- 
tened to the wheel is a container Ci that is always up- 
right.'As the wheel turns, the distance between the 
base of C, and the water level is equal to #. C; has a 


height equal to Amax- 


Fig. 7. Mechanical analogy for Circuit 2 (Table III) 


Check valve T, permits water to flow into C, when- 
ever the water level in C: is below the water level in 


(f) A detailed consideration of this circuit is given in: “ 
age-doubling Rectifier Circuit,” by D. L. Waidelich a pamaxe Volt 


Proc. IRE, Dec. 1942, p. 535. - Gleason, 
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the tank. Check valve Tz permits water to flow from 
Cy, to Cy whenever the water level in C; is above the 
water level in Ce. Water (Ipc) discharges continuously 
from C2 if LOAD faucet is open. 


C; is filled every time the wheel carries it below the 
surface of the water. The portion of the water in C, 
transferred to C2 as the wheel carries C; above the water 
level depends on the resistance of 7, (including hose) 
and the relative levels of water in C,; and Cy. The 
amount of water that drains out of Ce depends on the 
size of Cy and the relative quantity of water flowin 
into and out of Ce. | 


If C, has a large volume (the height 2F,,., is fixed), 
the level in C2. and the pressure Epc will fluctuate less 
for a given rate of water discharge Ipc than when Cy 
has a small volume. 


Furthermore, if water flows slowly into C» (resistance 
of T, high) the maximum height of water in C, will not 
approach 2F max. If the water flows out of C2 slowly 
(resistance of L high) the level in C2 will remain near 
2 Fi max: 


This explains why in voltage-doubler circuits the 
ratio of load resistance L to tube resistance T; must be 
greater than approximately 10 to obtain voltage multi- 
plication greater than one—that is, a level in C2 higher 
taan bs. 


If Ce is omitted and faucet L put in the place of To, 
the mechanical analogy will apply to Circuit 1. 


Similar mechanical analogies for the other voltage 
multiplier circuits can be constructed. 


- Double-way, Two tubes 

Circuit 3 (Table III) functions as two half-wave 
single-way rectifiers operating in series from a single 
d-c winding to charge, during alternate half-cycles, two 
capacitors so that their voltages are in series across the 
load circuit. This provides a load voltage that is 
approximately double the transformer voltage. The 
voltage wave shapes are as shown in Fig. 6(c). Some 
writers call this the Greinacher or Liebenow Circuit. 


Comparing this circuit with the half-wave single-way 
Circuit 1, it will be noted that, for the same output 
voltage and current, this circuit has a higher utility 
factor, eliminates the d-c flux from the core, and reduces 
the d-c winding voltage and tube inverse voltage to 
one-half that of the half-wave single-way circuit. 


It can be shown that, depending on the circuit 
constants, the forward and inverse tube voltages and 
maximum tube current are larger and ripple voltage 
less than for the single-way half-wave doubler (Circuit 
2). During the portion of the cycle when the capacitor 
is charging, the tube current is the sum of the load and 
the capacitor charging currents. 


fe WVith one side of the load circuit grounded, the d-c 
mi anding must be insulated for full-load voltage at the 
eee ced to the tubes, and for half-load voltage 
i une other end. 


Pharacteristics of Voltage Multiplying Recti " Waideli 
CO plying Rectifiers, 
har kelford, Proc. IRE, vol. 32, No. 8, Aug. Loy = me giecuch 
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This circuit is like the diametric double-way bridge 
(Circuit 3, Table I) except that in the two branches 
connected to one end of the d-c winding, rectifier tubes 
are repiaced by capacitors. 

Circuit 3 is useful for applications where it is not 
economical to build a transformer for the small current 
and high voltage required or when the tubes will not 
withstand the higher inverse voltage of the single- and 
double-way circuits. | 

For the reasons given in the consideration of Cir- 
cuit 2 it is preferable to ground the positive terminal. 
_ For the same d-c winding voltage, the output voltage 
is higher, and the tube inverse voltage is lower, for this 
circuit than for Circuits 1, 2, and 3 (Table T). 


Fig. 8. Modification of the diametric full-wave single-way 
Circuit 2 (Table IIT) 


For certain applications, such as cable testing, the 
connection between the two capacitors is brought out 
and connected to ground. With this arrangement, the 
plus and minus terminals are connected to the two 
conductors of a two-conductor cable, and tests of full 
voltage between cables and half voltage to sheath and 
ground are made simultaneously. 

A modification of the diametric full-wave single- 
way Circuit 2 (Table I) that changes it to a voltage- 
doubler circuit for similar applications is shown in 
Fig. 8. The tubes in series with the positive and nega- 
tive lines prevent leaking off of the charge on the cables 
during the half-cycle when each cable is not being 
charged. 


Circuits for Multiplications Greater Than Two 

All of the circuits shown in Table III that produce 
multiplications greater than two are based on Circuit 
2. It will be shown that odd and even multiples greater 
than two can be obtained with either single-way or 
double-way operation of the rectifier transformer. 

The addition of rectifier tubes and capacitors in dis- 
crete steps produce higher and higher multiplications, 
but because of rectifier-tube resistance, each addition 
stage does not add double voltage, because in each 
stage the voltage is reduced by the rectifier-tube drop 
of the stage. Since all the rectifier tubes are effectively 
in series, the limit is reached when the sum of the tube- 


voltage drops equals that of the d-c winding voltage. If 


(g)For detailed calculations of Circuit 3, see ‘‘Characteristics of Voltage 
Multiplying Rectifiers,” by D. L. Waidelich and C. L. Shackelford, Proc. 
IRE, vol. 32, No. 8, Aug. 1944, p. 470. . ; 

‘‘The Diode as a Half-wave, Full-wave, and Voltage-doubling Rectifier,”’ 
by N. H. Roberts, The Wireless Engineer, July 1936, p. 351.-* 

“The Full-wave Voltage-doubling Rectifier Circuit,” by D. L. Waidelich, 
Proc. IRE, Oct. 1941, p. 554. 
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the multiplication is carried to many stages, the voltage 
gain aiter the first few stages is very slight. Thus it is 
evident that there is a practical limit to the amount of 
multiplication that is obtainable. 


To obtain reasonable efficiency, the sum of the tube 
drops should probably not be more than approximately 
30 per cent of the rectifier-winding peak voltage. This is 
why multiplying circuits are suitable principally for 
applications requiring very small currents and high 
voltages. 

When the required d-c voltage is of such a value that 
the peak inverse voltage exceeds the rating of the tubes 
available, one solution is to use two or more tubes in 
series and connect a resistance voltage divider in 
parallel with the cascaded tubes to maintain uniform 
voltage distribution between tubes. Voltage-multiplier 
circuits accomplish this voltage division without the 
use of the equalizing resistor and permit the use of a 
lower-voltage d-c winding on the transformer. 


Single-way, Even Multiplier 

Circuit 4 (Table III) shows how multiplier circuits 
are built from the single-way (half-wave) voltage- 
doubler circuit. 

The portion shown to the left of the dotted connec- 
tions is the same as Circuit 2 (Table III). The addition 
of sections consisting of one capacitor and one rectifier 
tube as shown to the right, with proper circuit con- 
stants, gives a multiple of approximately 2 for each 
section added. 

This circuit therefore produces between the indicated 
ground point and the even-numbered L terminals a d-c 


voltage that is approximately an even multiple of the _ 


d-c winding peak voltage. 

Between terminal X and the even-numbered L 
terminals, voltages with average values equal approxi- 
mately to even multiples of the secondary-winding peak 
voltage exist. However, these voltages will have a ripple 
equal to the secondary-winding peak voltage. The 
voltage at these terminals will be as indicated in 
Fig. 9(a). 


Circuit 4 (Table III) functions as follows: 
During positive half-cycles of transformer voltage: 


(a). Cy is charged through T; to a voltage equal to 
_£ and of the polarity shown. 


(b). Since tube T; is conducting, at this time, the 
positive terminal of C3 is connected to, and is approxi- 
mately at, ground potential. Tube 73 starts conducting 
because the potential of Cy (C2 assumed to have been 
charged on previous cycles) is of the proper polarity, 
thus placing C3; in parallel with C2. C3 therefore 


charges to the potential of C.—that is, to approxi- 
mately 2. 


During negative half-cycles of transformer voltage: 


(a). The transformer voltage adds to the voltage 
of C, and through T, charges Cy. to the sum of these 
voltages—to approximately 2E. 


April, 1948 


GENERAL ELECTRIC REVIEW 


(b). Since tube T2 is conducting, at this time, the 
positive terminal of C3 is connected to, and approxi- 
mately at, the potential of the positive terminal of C,. 
Tube T, starts conducting, because the potential of C3 
is of proper polarity, thus placing C, in parallel with 
C3. C, therefore charges to the potential of C3—to 
approximately 2£F. 


Since Cy and C4 are connected series additive, the 
output voltage between terminals G and Lu is approxi- 
mately equal to 424. 


Single-way, Odd Multiplier 

By grounding terminal X instead of terminal G, 
d-c voltages that are approximately odd multiples of 
the peak voltage of the d-c winding will be obtained 
between ground and the odd-numbered L terminals. 

If the ground is left at G, as indicated in Circuit 4 
(Table III), a voltage having an average value of an 
approximate odd multiple of the peak voltage of the 
d-c winding is produced between ground and the odd- 
numbered L terminals; but this voltage to ground has 
a ripple, as indicated in Fig. 9(b). 


Fig.9. Ripple voltages for Circuit 4: (a) for even multiplier with ground 
at X; (b) for odd multiplier with ground at G 


Fig. 10 shows types of voltage-tripler and -quadrupler 
circuits that are a variation of the circuits shown in 
II. a 
oe circuits operate as follows: Referring to 
10(a), Te and Ts conduct during oe 
cycle and charge capacitors Ce en ee Z 
mately Epeak. During each negativ 
conducts, and the secondary-winds 
to the voltage of capacitor Ca charge 
mately 22 pear. This charg ng action i 

occurs in Circuit 1 (Table 112) | 


Fig. 
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In the quadrupler circuit in Fig. 10(b)", the charging 
sequence for C; and C3 is the same as explained for cir- 
cuit in Fig. 10(a). Also, this same charging sequence 
applies to Cy and C, except that the action occurs on 
the following half-cycle from the corresponding action 
with Cy and C3. 


Fig. 10. Variations of circuits shown in Table III: (a) voltage-tripler 
circuit; (b) voltage-quadrupler circuit 


Fig. 11 shows an alternative single-way voltage- 
multiplier circuit. Depending on the number of stages 
used, the voltage across the last capacitor will be an 
approximately even or odd multiple of the rectifier- 
winding peak voltage. This circuit is an alternative to 
Circuit 4 (Table LL). It functions in the same manner 
as explained for Circuit 4, but, because of the difference 
in connection of the capacitors, the total voltage added 
by the preceding stages is applied to the capacitor in 
the next stage. The inverse voltage applied to each tube 
is E. Since half of the capacitors are connected to one 
common point and half to another, each set of capacitors 
may be combined in a single unit, provided proper pre- 


cautions are taken to prevent internal leakage between 
terminals. 3 


Double-way, Even Multiplier 


Memeeitcuit 5 (Table III) is a double-way circuit for 


obtaining d-c voltages that are approximately even 
multiples of the d-c winding peak voltage. 
Fhe sections to the right of the Secondary winding 
une Same as for Circuit 2 (Table III), and the sec- 
Re) the left are images of the sections to the right. 


uled explanation of this circuit, see “An : 
: C L ‘ ’ lysis of the Voltage 

upling Rectifier Circuits,” by D. L. Waj4o1; 
Smieoae nuacTotts.” by aidelich and H. A. K 


me. 
ae 
eer. | 
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Each of the sections operates as explained for 
voltage-doubler circuits. The secondary winding 
operates on alternate half-cycles with the sections to 
the right and to the left. The circuit therefore functions 
as a double-way rectifier. 

The voltage produced between terminals Li and L, 
is a d-c voltage that is approximately four times the 
rectifier-winding peak voltage. Each additional sec- 
tion, either to the right or the left side, as shown in 
Circuit 5 (Table III), adds a d-c voltage that is ap- 
proximately twice the peak of the d-c winding voltage. 

A section may be added to only one side if it is 
desired to increase the voltage by approximately 
2Emax, Dut in this case a fundamental component. of 
a-c voltage will appear in the output voltage. This is 
caused by the unequal loading of the d-c winding on the 
two half-cycles that results from the unequal number of 
stages in the right and left portions of the circuit. 


Double-way, Odd Multiplier 

Circuit 6 (Table III) is a double-way circuit for 
obtaining d-c voltages that are approximately odd 
multiples of the peak voltage of the d-c winding. This 
circuit is the same as Circuit 8 (Table III) except that 
the sections to the left have been inverted. 

With this connection, d-c voltages that are approxi- 
mately three times that of the d-c winding peak voltage 
can be obtained between L/L, and Le. and between 
L’, and L’s. Each additional section, either to the 
right or to the left side, as shown in Circuit 6 (Table 
III), adds a d-c voltage that is approximately twice 
the peak of the d-c winding voltage. 

By a proper choice of the L terminals, voltages 
that are approximately odd multiples can be obtained 
from Circuit 6 (Table III). Between ZL; and L’s, and 
also between L’, and Le, there is produced a voltage 
that varies from E to 3E and has an average value 


Fig. 11. Single-way multiplier circuit, an alternative to Circuit 4 (Table III) 


Fig. 12. Voltage between L’ 1 and L’. in Circuit 6 (Table IIT) 


equal to approximately 2#—that is, because of the 
d-c winding voltage, there is a ripple equal to E. 

The wave shapes of the voltages between L; and L’, 
are shown in Fig. 12. 
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As additional sections are added to the left and right, 
the average value of the voltage will increase in steps 
equal to approximately 2/ and will have a ripple 
equal to E if taken between primed and unprimed 
terminals of Circuit 6 (Table ITT). 


Multiplier vs. Series Circuits 

In voltage-multiplier circuits, much of the power is 
handled by capacitors. This limits the application to 
cases where the load current is not more than a few 
milliamperes. It should be noted that each capacitor 
must be large compared to those farther from the d-c 
winding, and all must be large compared with the 
load, if a degree of multiplication approaching the 
theoretical maximum is to be obtained. 

For example, for Circuit 4 (Table III) to deliver 
3 ma at 100 kv between terminals G and Lu, the ca- 
pacitance values should be approximately as follows: 


C,=0.04 pf, 25 kv; C2=0.02 uf, 50 kv; 
€;—0.02 pe, 50 ky C4002 uf, 50 ky. 


The d-c winding of the transformer would be rated 
approximately 20 kv rms, 0.025 amp. There would be 


approximately a ten per cent peak-to-peak ripple in the 


output voltage. Either larger capacitors or, preferably, 
a choke and capacitor filter would be required if the 
ripple must be reduced to a low value. 

It is evident that if the multiplier circuit is to handle 
more than a few milliamperes, the cost of the capacitors 
may outweigh the savings*in the transformers. In all 
applications, increasing the a-c supply frequency re- 
duces the capacitor kva required. 

For higher currents, the alternative is to use a circuit 
that 1s composed of voltage-doubler circuits in a series 
arrarigement.) If the voltage is very high, the series 
doubler circuit 1s preferable to a multiplier circuit, 
even for small currents, because of the simplification 
of filament supply and insulation and the superior 
regulation characteristics. ? | 

For moderate-voltage and small-current applica- 
tions, the availability of tubes of proper current and 
inverse-voltage rating are important factors in deter- 
mining the choice of circuit. The cost and size of high- 
vacuum tubes are determined largely by their inverse- 
voltage rating. They are usually rated for several 
hundred milliamperes and require a relatively high-ca- 
pacity filament supply. If the required output is only 
a few milliamperes, a number of low-current moderate- 
inverse-voltage rectifier tubes used in a multiplier 
circuit usually will be found to be more economical 
than one or two high-voltage rectifier tubes in a 
doubler circuit. 

Thus, in general, multiplier circuits are preferable for 
high-voltage rectifier applications of a few milliamperes, 
and series or cascade circuits are preferable for larger 
current and for all very-high-voltage applications. For 
relatively large current applications, conventional 
rectifier circuits are preferable to multiplier circuits. 


(®)**1,400,000-volt Constant Potential X-ray Equipment,’’ by E. E. 
Charleton and H.S. Hubbard, GENERAL ELECTRIC REVIEW, July, 1940, p. 271. 


(To be continued) 
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Five 3500 hp and one 3000 hp D-C Motors manufactured at the Peterborough 
Works of Canadian General Electric driving main rolls on a 56 inch continuous 
strip mill at The Steel Co. of Canada Ltd., Hamilton, Ont. 


Iu Cauada... 


eight large factories manufacture 
General Electric products. 30 
engineering and sales offices, 
and 15 warehouses are located 
from coast-to-coast to serve you. 


CANADIAN GENERAL ELECTRIC CO LTD 


Halifax * St. John * Sydney * Montreal * Quebec * Sherbrooke * Chicoutimi + Trois Rivigres * Ottawa © Toronto 
Hamilton * London * Windsor * New Liskeard * Sudbury * St. Catharines * Nordnda ° Timmins * Winnipeg ¢ Fort William 
Saskatoon * Regina * Brandon + Calgary - Edmonton ° Lethbridge * Vancouver « Victoria * Trail * Kelowna 


Your Own Copy 


OC picking up a magazine, nothing is 
" more disturbing than to find that an 
important article has been clipped out. 


Because of the permanently useful infor- 
mation in the REVIEW, many of its 
articles are clipped out so that this ma- 
terial can be conveniently available for 
whatever the purpose may be. 


In order that you may have your own 
copy of the REVIEW, complete and 
without delay each month, we suggest 
you subscribe now! 3 


GENERAL ELECTRIC 
REVIEW 


SCHENECTADY 5, N. Y., U.S.A. 


SUBSCRIPTION RATES: One Year, $3.50 
Two Years, $5.50 


Extra Postage (1 or 2 yr.) — Canada, 25 ¢; Foreign, 50¢ 
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This Oscillograph draws an INSTANT 
picture of electrical impulses! 


Plan a Wider Range of Work With New 
MALLORY WATER-COOLED OFFSET ELECTRODESt 


ANY unusual jobs can be resistance welded more economically with the new Mallory 

offset, Water-Cooled Electrodes. The four standard nose-shapes shown are available in 
Elkaloy A*, or Mallory 3* metal, with brass water tube bent in place, formed to any offset 
length to meet your specific requirements. 


SPECIFICATION DATA 


1. Amount of offset center line to center line can be varied from %” to a recommended maximum of 1%”. 


RESISTANCE WELDING 


TIPS, HOLDERS AND ALLOYS 


2. More economical since they are bent from standard stocked electrodes in #1 and #2 Morse tapers. 


3. Give better welding life due to the bringing of essential cooling water right to the welding face. 


Today when saving time costs is so important, your best 
bet for an immediate picture of electrical impulses is | 
with Brush Oscillographs. No more delays with photo- | 


4. Can be supplied with or without brass water tube. Brass tube replaces the standard sliding water tube 
found in all Mallory holders. All electrodes supplied with .245’’ diameter tubes extending 2 from 
bottom of electrodes unless otherwise specified. 


POR WALLORY & CO..UNC UN DIRNAPOLIS 6, UN DIANS | 


graphic development. Instantaneous, permanent, ink- 
on-paper recordings by Brush Oscillographs make their 
use almost unlimited. Accurate recordings of strains, 
pressures and countless elecirical phenomena can be 
made over a frequency range of D.C. to 100 c.p.s. Today 


Firstcheck ournew 1948 
catalog — 
**Mallory Resistance Welding 

Tips, Holders and Alloys’. 


It contains.everything you want 
to know about Mallory standard- 


ized welding electrodes, holders, 


replacement parts, accessories, 
seam welding wheels, dies, and 


Send in your requirements. We will welcome the opportunity to supply samples and prices. 
Mallory is continually developing such improvements as these water-cooled electrodes represent. 
Mallory investigates life factors of various materials, design, and load carrying capacities of offset 
holders. Mallory is the only supplier in the field equipped to keep abreast of new developments in 
its own laboratories. 


MALLORY IMPROVEMENTS ARE AT WORK WHEREVER RESISTANCE WELDING IS! 


Brush Oscillographs are available in Single, Double | special alloy applications for 
and Six Channel models. The magnetic Pen Motor is i pas ae a aay 
available separately for incorporation into equipment eiinamecns net 

such as medical, geophysical and other highly 

specialized designs. Whenever desired, recordings 
may be stopped for notations on chart-paper. 


In the United Kingdom, made and sold by MALLORY METALLURGICAL PRODUCTS, LTD. 
(An Associate Company of Johnson, Matthey & Co., Limited) Hatton Garden, London, E.C.1. 


Amplifier. Well adapted to 
the measurement of static or 
dynamic phenomena such as 
temperature, light, pressures, 
strains, etc. 


MALLORY & CO. Inc. 


THE PIONEERS OF 
ELKONITE*, ELKALOY A*, 
MALLORY 3*, MALLORY 53B 
and MALLORY 100 METALS. 


+Mallory' Patent Pending on Water 
Cooling Tubes bent in place. 


Write today for detailed specifications . , , 


DEVELOPMENT Co. 
Canadian Representatives: A. C. Wickman (Canada) Ltd., P. O. Box 9, Station N, Toronto 14 
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Simple Brushing Setup 
Descales Conveyor Chain 


A unique power brushing technique 
now in use reduces conveyor-chain mainte- 
nance costs and offers substantial savings 
in operating. 

The brushing setup, which operates in 
conjunction with one plant’s new conveyor 
assembly, is designed to eliminate the 
problem of scale deposits on the conveyor 
chain, which passes through a rust-proof- 
ing solution at one stage of the assembly. 

Two circular wire brush sections of 
special design are mounted on opposite 
sides of the conveyor chain, as shown in 
the photograph, to contact it just after it 
emerges from the bonderizing bath. Not 
only the scale deposits are cleaned off, but 
also excess grease, oil, and dirt which 
accumulate in regular service. 

The plant’s conveyor chain is one of the 
longest in the country and travels at the 
rate of 27 fpm. Prior to the introduction of 
the brushing method of descaling the 
chain, it was necessary to halt production 
periodically, remove the chain from the 
conveyor, and clean it in a caustic solution. 

The flexibility of power brushing en- 
ables it to meet almost any cleaning prob- 
lem and it can be set up to eliminate the 
stopping of production while this necessary 
cleaning is completed. 


One of the unusual features about this 
brushing operation is that no_ special 
power mechanism is required to operate it. 


The brushes revolve with the chain, 
cleaning it continuously as the production 
line moves. : 


This brushing installation, consisting of disk-center circular wire brush sections, keeps conveyor chains 


free of scale deposits, excess grease, and dirt, thus reducing production interruptions 
for maintenance and general cleaning 


Painting Machine 


A new, fully automatic painting ma- 
chine now in operation cleans, rustproofs, 
paints, and dries a variety of parts in the 
record time of one hour and 42 minutes. 
As many as 12,960 pieces in an hour can 
pass through this device, which was de- 
signed as a solution to the problem of 
applying an even finish to large quantities 
of control equipment of different sizes 
and shapes. 

Parts to be painted are hung from a 
conveyor, which first carries them through 
a cleaning cycle—washing, hot and cold 
rinse, rustproofing, another cold rinse, 
and an acid rinse. They are then borne 
through a drying oven and a cooling 
tunnel, and from there into the paint 
chamber, where a uniform coat is applied. 
The conveyor passes from the paint 
chamber into a draining section, where 
excess paint drips from the parts, and 
thence into baking ovens for the final step 
in the process. 

An even coat free from flaws is achieved. 
Paint that drips from the parts in the 
draining section flows back into the main 
paint reservoir, keeping waste at the mini- 
mum. 


Painted articles being removed from the conveyor 
System on which they were cleaned, treated, 
painted, and dried 
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Silicone Golf Ball 


Two of the world’s latest scientific 
developments—silicone “bouncing putty”’ 
and a human-like electronic thread-wind- 
ing device—are being used in the produc- 
tion of a new golf ball. 

The silicone-—new elastic substance de- 
rived from sand—is put into the center of 
the ball to give it improved distance, 
**click,”’ and’ teek.. 

The electronic device, equipped with an 
‘electric eye” that can detect factors un- 
seen by the human eye, controls the 
tension of the thread wound around the 
center, making all balls uniform in playing 
performance. 

Bouncing putty is said to have more re- 
silience than any other substance ever used 
in a golf-ball center. It is a member of the 
large family of silicones developed during 
World War II and in its crude state re- 
sembles soft putty. 

Tests conducted by professional golfers 
and scientists indicated that the new ball 
gives more distance than other balls in 
addition to improved “‘click” and “feel.” 

Development of electronic winding-ten- 
sion control will make it possible to pro- 
duce thousands of golf balls possessing the 
same degree of resilience. 

The winding device consists of a photo- 
electric tube wired to a system of relays, 
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amplifiers, and other gadgets. A narrow 
beam of light shines from a tiny bulb 
through a lens onto the photoelectric 
tube. The golf-ball thread is in the path 
of the light and vibrates like the string of a 
violin. Thus the beam of light is inter- 
rupted when the vibrating thread crosses 
its path, transmitting impulses of light to 
the photoelectric tube. The tube is ad- 
justed to take the impulses at a preset, 
uniform frequency. When they come too 
fast or too slowly, an electronic brake 
applies correspondingly more or less pres- 
sure on the thread, bringing it back into 
‘“tune.’? This checking and adjusting takes 
place automatically in a fraction of a 
second, thus keeping the tension virtually 
constant throughout the winding process. 


Solarium of Synthetic 
Sunshine 


At Atlantic City the new rooftop 
solarium of the Hotel Senator makes a 
commercial reality of what once was an 
engineering experiment in making syn- 
thetic sunshine. 

The installation, of all-glass construc- 
tion, provides guests with the gentle 
warmth and beneficial ultraviolet radia- 
tion of artificial sunshine regardless of 
weather outdoors, in winter as well as in 
summer. Thirty to forty people can relax 
at one time in the seashore setting and in 
the atmosphere of a sunny summer day. 


This solarium represents a step toward 
a new horizon in the application of 
artificially produced components of sun- 
shine. In addition, the hotel has incorpo- 
rated into its sundeck those environmental 
factors which contribute psychologically 


to rest and relaxation—tropical plants, 


vines, and deck chairs. Soon, perhaps, 
other hotels, hospitals, schools, institu- 
tions, and office buildings will have indoor 
solaria providing pleasant and beneficial 
infrared and ultraviolet radiation for 
increasing numbers of people. 


The complete solarium nearly dupli- 
cates the three components of sunshine: 
light, radiant warmth, and that portion of 
ultraviolet energy which is usually con- 
sidered good for suntanning without the 
need of. protective dark goggles. The 
ultraviolet energy is supplied by eight 
large Uviarc lamps, equipped with suit- 
able filters, and a number of household sun 
lamps. Radiant infrared is furnished by 
192 incandescent. lamps arranged on 
switching circuits which permit variations 
in heat control for comfort. Approximately 
50,000 watts—comparable to the power of 
a major broadcasting station—are re- 
quired at full operation. 


Since individual persons vary widely in 
adaptability to tanning effect, the inten- 
Sity of ultraviolet radiations varies from 
Place to place in the room so that each 
Sunbather can choose a spot suitable to 
his particular type of skin. 
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Electronic Tracks for Aircraft 


Development of a revolutionary air- 
navigation and traffic-control system called 
TRICON, which would create aerial 
superhighways across the country, has 
been announced. 

The system will enable aircraft to fly 
in five or ten parallel lanes along these 
aerial highways much the way locomo- 
tives traverse railroad tracks. 

Electronic engineers are developing the 
system—first ever devised to integrate 
traffic control, safety, and navigational 
functions—to handle as many as 200 air- 
craft a minute past one point at the speed 
of 300 mph. 

Although this traffic density may not 
occur for many years, the ability to absorb 
it makes TRICON a system for the future 
as well as the present. 

The “electronic tracks’? can be estab- 
lished two miles apart without danger of 
collisions and will be created by coinciding 
pulses of radio-frequency energy sent out 
by radio transmitters located in 50-mile 
areas along the aerial superhighways. 

The position of an aircraft will be auto- 
matically indicated to the pilot while the 
ground station is notified simultaneously 
of the location, altitude, and. identifica- 
tion of every plane in the airway sector. 
An automatic block warning system will 
warn the pilot if the section of the elec- 
tronic track immediately ahead of the air- 
craft is occupied. 

Basically, the system is similar to that 
employed by railroads, except that each 
airplane carries its own navigation and 
block signal indicator on the instrument 
panel. Signals from the radio transmitters 
are intercepted, interpreted, and acted 
upon by automatic electronic receives: 
transmitting, and measuring equipment 
in the airplane and in the ground station. 
Meters, indicators, and a series of flashing 
lights are used to depict this informaugns 

Thus, both the pilot and the airport 
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Ultraviolet and infrared light and energy are supplied in this solarium in all weather and all seasons, 
in intensities to suit all types of skin 


will know an aircraft’s exact position and 
course regardless of weather conditions. 

A special circuit in the aircraft trans- 
mitter will allow airport operations to 
learn the altitude of each aircraft on each 
safety track. The transmitter modifies its 
characteristic signal to the ground as the 
aircraft changes altitude, providing this 
information to the airport along with its 
identification code. 

Another feature of the TRICON sys- 

tem is the fact that, using the same equip- 
ment, the ground station is capable of 
flashing a series of commands to the air- 
craft like ‘‘hold,” “‘go to track W,” “‘turn 
left,” etc. Lights corresponding to each of 
these commands will flash on the pilot’s 
instrument panel. No voice communica- 
tion is used ordinarily, but it may be used 
in emergencies or for special instructions. 
_ The label TRICON is derived from 
TRIple COincidence Navigation, for triple 
coincidences of pulses are the heart of the 
system. 

One of the ground radio transmitters 
in each 50-mile section of airway is the 
master station, and it will transmit signals 
at an unvarying rate of speed—probably 
about 3000 pulses a second. By delaying 
or speeding up the pulses from the other 
two stations, called ‘‘slave’’ units, triple 
coincidence of pulses are made to occur at 
successive points along the tracks. The en- 
tire 50-mile section is “scanned” with triple 
coincidence about once a second. ‘The air- 
plane continually establishes its position 
in the block system and indicates, as in rail- 
roading, whether the block ahead is clear. 
The system can also be coupled to the auto- 
matic pilot for automatic flight control. 

Equipment for TRICON consists of 
standard aircraft radio transmitters and 
receivers, circuits amd timers utilized in — 
nuclear research, and relatively simple 
recording and indicating devices. 
proved equipment a an 1 
together for the T ’ 
and traffic-cont 
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—is today one of the finest cities in the world. Guide books deal faithfully 
with its architectural features, amenities and historical associations, but large- 
ly ignore those ‘‘monuments’’ to engineering enterprise and achievement, the 
“essential services.’ Yet the fact is that 
these services—power, light, water, trans- 
port, etc.—are the essential background 
of this great city: just as BTH is—and for 
the past fifty years has been—the essential 
background to many important engineer- 
ing achievements in scores of big towns 


the world overt. 


I.A.107 THE BRITISH THOMSON-HOUSTON COMPANY LIMITED, RUGBY, ENGLAND 


% BIH supplied the electrical equipment of 
the entire rolling stock of the Bombay suburban 
line of the Bombay, Baroda and Central India 
Railway—including the Traction Motors and 
Control and auxiliary gear, while Mazda 
lamps provide much of Bombay's lighting. 
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Vacuum Unit 


This table-model vacuum unit, with a 
Pyrex bell jar 7 in. in diam and 10 in. long, 
is capable of producing a pressure of 1/10 
of a micron. The unit is complete with me- 
chanical and oil diffusion pumps, a Pirani 
gauge, four electrodes, and a power circuit. 


When charged with a nonvaporizing load, 
the 7-in. bell jar will attain a vacuum of 
3X10 in less than 20 min, and will reach 
1X10 under an hour. The optional 12-in. 
bell jar will reach 5X10 in about 1 hour. 
Some of the applications are: coating lenses 
and mirrors with low reflecting surfaces; 
preparing surface replicas for the electron 
microscope; metal evaporation; classroom 
demonstrations; and electronic experiments 
—Distillation Products, Inc., 755 Ridge Road 
West, Rochester 18, N. Y. 


Micrometer 


A new dual-purpose electric micrometer, 
in addition to the usual measuring and 
gaging operations, performs telemetering 
where remote indication of small movements 
is wanted. The micrometer is arranged for 


battery operation. It consists of a trans- 
mitter unit and a control unit, together with 
connecting cable. The transmitter is a sealed 
unit having a projecting plunger which will 
accept motions of + 0.010 in. from the cen- 
ter position, or 0.020 in. total in one direc- 
tion. This mechanical motion is translated, 
inside the housing, into changes in electrical 
energy which are then sent to the control 
unit.—Stevens-Arnold Inc., 22 Elkins St., 
South Boston 27, Mass. 


Packaged Solder 


Two new small handy packages of 3- 
cored Ersin Multicore solder simplify use of 
the solder, making for greater economy. 

_ This solder is made of noncorrosive flux 
in gages between 10 and 22 s.w.g. and in 
five antimony-free alloys, each package 
being clearly marked as to size and alloy. 
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NEW PRODUCTS: 


The 1-lb package features a novel pull-as- 
required arrangement which adds speed and 
convenience, and eliminates wastefulness in 
use. 

The small Handy-Pack is designed for the 
small-quantity and home users.—British 
Industries Corp., 815 Broadway, New York. 


Distortion and Noise Meter 


A new distortion and noise analyzer, Type 
YDA-1, for broadcast, television, research, 
and developmental applications. Combining 
four basic functions, the unit will: measure 
percentage distortion down to 0.1 per cent; 
measure the hum or noise present in an 
audio signal; act as a_ high-sensitivity 
vacuum-tube voltmeter; and perform as a 
frequency meter over the range of 50 to 
15,000 cycles. 


Distortion ranges of 1, 3, 10, 30, and 
100 per cent full scale are provided. The 
noise range is from +2 to —80 db (re- 
ferred to 1 milliwatt on 600 ohms). The 
noise frequency bandwidth is 30 to 30,000 
cps on 600 ohms balanced input, and 30 to 
75,000 cps on 100,000 ohms unbalanced 
input. 

When used as a vacuum-tube voltmeter, 
the same db range is used, corresponding 
to inputs between 1 volt and 80 microvolts. 
— Specialty Diviston, General Electric Co., 
Electronics Park, Syracuse, New York. 


Tool Kit 


A new all-purpose portable tool kit pro- 
vides in one compact unit the necessary 


-equipment for a multitude of utilities serv- 


ice and repair jobs. The kit includes a 
motor-driven impact tool, plus standard 
accessories. By using the proper accessory, 
the service man can perform the following 
jobs with the impact tool: nut-running and 
nut-removal; drilling steel, brick, masonry, 
and wood; reaming and tapping; running 
wire brush; applying and removing studs; 
and driving and removing screws. Weighing 
only 6% lb, and easy to handle, the tool 


can be plugged into any a-c or d-c socket 
and run as any electric tool; when the going 
becomes difficult, the impact mechanism 
automatically functions and delivers 1900 
rotary impacts per minute.—Ingersoll-Rand 
Co., 11 Broadway, New York 4, N. Y. 
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AND WHAT THEIR MAKERS 
HAVE TO SAY ABOUT THEM 


Polar Recorder 


A new polar-coordinate recorder identi- 
fied as the A.I.L. Type 116, designed to plot 
aircraft-antenna radiation patterns, records 
voltage on either a linear or a logarithmic 


scale as radial distance against angular 
position. The device will be custom-built 
to each customer’s specific requirements. 
Provision of a permanent-ink record (readily 
reproducible), rapid writing speed coupled 
with low pen overshoot, and preciseness of 
angular positioning are the recorder’s out- 
standing features. Adaptable to any meas- 
urement task recordable in terms of polar 
coordinates, it can be provided in either 
portable or rack-mounted form.—Azrborne 
Instruments Laboratory, Inc., Mineola, N .Y. 


Strain Amplifier 


The BL-310 amplifier, when used with 
the magnetic direct-inking oscillograph, is 
a complete package unit for the measure- 
ment of strains. It can be simply operated, 


producing records which are immediately 
available and easily interpreted. The equip- 
ment records either Static /Onm@yaemme 
strains, having a frequency-response range 
up to 100 cps; direction, as well as magni- 
tude, of the measured strain can be read 
from the chart. Although primarily intended 
for use with the SR-4 120-ohm strain gage, 
it is also applicable for use with any 
resistance-sensitive pickup.—The Brush De- 
velopment Co., 31405 Perkins Ave., Cleveland 


14, Ohio. | 
All-purpose Cement 


Plastics, wood, metal, rubber, leather, 
crockery, glass, Mirrors, and labels can now 
be easily adhered to themselves or to each 
other on an efficient production-line basis 
by a versatile vinyl-base cement called 
Rez-N-Glue. This transparent water-white 
cement dries fast but not too fast for han- 
dling large pieces, and it does not affect the 
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NEW PRODUCTS (continued) 


material it is applied to, mirrors and thin 
plastics included. It requires only a one- 
surface application, has good wet “grab,” 
remains permanently flexible, and will not 
become brittle. Easily applied by brush, 
roller, or spray, this adhesive is resistant to 
water, oil, gasoline, vermin, and mold.— 
Schwartz Chemical Co., Inc., 326 West 70th 
Sét., New York 23, N. Y. 


Reflector Hood 


A new hood, Form 107, designed for high- 
efficiency reflectors for suburban street 
lighting. The diecast aluminum hood with 
a side-mounting slip fitter for 114-in. pipe is 
interchangeable with older design reflectors. 
It can be set for the 1000-lumen lamp having 


a light-center length of 4% in. or the 2500- 
lumen lamp having a light-center length of 
514 in. This can be done in a few seconds, 
using only a screw driver. The lamp posi- 
tion, when set, is maintained accurately 
and rigidly, thus assuring proper focus in 
the optical system of the luminaire. The 
hood fits any of a large variety of brackets 
and mast arms commonly available.— 
Lighting Division, General Electric Co., 
Schenectady 5, N. Y. 


TO REEL OR UNREEI 
yeu Wy 
‘THE ZASIES vay 


WHATEVER YOU USE ON A REEL... 
WIRE, CABLE ORROPE. SAVE TIME AND LABOR WITH 


ROLL-A-REEL 


Portable 

Lightweight 

Slanted front 

Positive front lock 

No jacks needed 

Adjustable slots for many widths 


TAKE tT TO REEL, 
STORAGE OR JOB 


Style A: 
2,000 Ibs. cap. 
37.50 


Style B: 
4,000 Ibs. cap. 
75.00 
f. o. b. Cincinnati 


ASK FOR DETAILS IMMEDIATE DELIVERY 


ROLL-A-REEL 


"327 WEST FOURTH STREET 
CINCINNATI 2.0H10 
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Tachoscope 


A nonmagnetic chronometer and speed 
indicator combined into one small efficient 
direct-reading instrument. Timing is auto- 
matic and a stop watch is not needed. One 
button is used for simultaneous operating 
and zero setting. The instrument indicates 
per-minute speeds automatically, revolu- 
tions per minute and, by means of wheel 


attachment, feet per minute. Type A 
(three-seconds indicator) has a range of 0 
to 20,000 rpm; Type B (six-seconds indi- 
cator) a range of 0 to 2,000 rpm. With %-ft 
circumference wheel, the dial readings are 
halved to give surface speeds in feet per 
minute. The device, designed for testing 
speeds of motors, engines, turbines, textile 
machines and other rotating or traveling 
machinery, is free running and requires no 
power for driving.—O. Zernickow Co., 15 
Park Row, New York 7, N. Y. 


Transformers 


A new line of transformers, Type CVH, 
designed to deliver a constant output volt- 


age having low harmonic distortion. These . 


transformers are compact, economical units 
employing no moving parts. Equipped with 
an additional circuit component which neu- 


tralizes the harmonics normally present in 
the output of constant-voltage transformers, 
the units produce a stabilized output con- 
taining less than three per cent total har- 
monic distortion. Since the output-voltage 
wave of these transformers is essentially 
sinusoidal, the transformers can be used as 
a source of stable voltage for exacting appli- 
cations.—Sola Electric Co., 4638 W. 16th St., 


Chicago 50, Ill. 
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Disconnecting Switches 


A new line of group-operated disconnect- 
ing switches, designated Type RF, for 115- 
to 230-kv outdoor service features silver-to- 
silver line-pressure contacts, a simplified 
operating mechanism, and complete elimj- 
nation of current-carrying braids. On the 


hinge end of the switch, the silver surface of 
the movable blade engages the silver surface 
of a U-shaped clip which is backed by ad- 
justable stainless-steel compression springs. 
This assures a positive contact during open- 
ing and closing operations, and prevents 
burning of the switch. The main moving 
parts of the switch are equipped with anti- 
friction bearings, and the blade is fully 
counter-balanced for all positions.—Swtich- 
gear Divisions, General Electric Co., Schenec- 
LOLY ONG oy 


Bourdon tube 


HIGH :PRESSURE TRANSDUCER 


@eeoeoeee8 


22" high and 23%” in diameter, . 
the Giannini Bourdon Tube Pressure Trans- 
ducer is designed for all ranges up to 6000 
psi. Hysteresis is better than Y2 of 1%. 
Linearity and accuracy are within 1%. 


Deflection of the bourdon tube 
produces an electrical signal proportional 
to pressure. Even 
at low pressures, 
this’ instrument 
retains all of its 
accuracy and 
retains the large 
electrical outputs 
typical of Gian- 
nini instruments. 


Write for engineering details. 


= GM, o 
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REACTION POWER PLANTS » AUTOMATIC FLIGHT EQUIPMENT 
285-WEST COLORADO STREET « PASADENA 1, CALIFORNIA 
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A little arsenic 


does a great job 


...increasing resistance to dezincification 


IFTEEN YEARS AGO engineers of The Ameri- 
E can Brass Company found that the addition 
of a very small percentage of arsenic to the 
standard Admiralty Alloy would substantially 
increase its resistance to corrosion by dezincifi- 
cation. 


Arsenical Admiralty “439” alloy has been 
produced since 1934, and has given consistently 
satisfactory performance in almost every kind 
of service. This alloy is but one of 10 standard 
and several special Anaconda Condenser Tube 
Alloys. They cover a wide range of heat transfer 
requirements. For further information, ask for 
Publication B-2—or consult our Technical De- 
partment on choosing the alloy best fitted to 
your needs. 


Illustration shows Anaconda Arsenical Ad- 
miralty Tubes going into a new condenser being 


built for a Missouri utility by the C. H. Wheeler 
Manufacturing Co. in Philadelphia. This dual- 
bank, two-pass type condenser, has a surface 
area of 11,000 sq. ft. and a capacity of 77,000 
pounds of steam per hour. Tubes are 34” O.D. x 
049” wall and 16’ 23%” long. Tubes sheets are 
Anaconda Muntz Metal — 11%” thick x 104” 
diameter. : 47138 


AnaGonpA 


Picares PAT.OF% 


CONDENSER TUBES 
THE AMERICAN BRASS COMPANY 


General Offices: Waterbury 88, Connecticut 


Subsidiary of Anaconda Copper Mining Company 
In Canada: ANACONDA AMERICAN BRASS Lr. 
New Toronto; Ont. 
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POWER 


SYSTEM — 
STABILITY 


Volume | 


By EDWARD W. KIMBARK 


Professor Electrical Engineering 
Northwestern University 


This new book tackles two 
important phases of the 
problem of increasing the 
reliability of electric power 
service by keeping instability 
at a Minimum, Fitse ie 
presents methods of analysis 
and calculation necessary to 
determine whether a given 
system is stable when sub- 
jected to a specified disturb- 
ance. Second, it examines 
the effect of various factors 
on stability and considers 
measures for improving 
stability. Emphasis through- 
out the book is placed on 
transient stability. 


Contents include: The Sta- 
bility Problem; The Swing 
Equation and its Solution; 
Solution of Networks; The 
Equal-Area Criterion for 
Stability; Further Consid- 
eration of the Two-Ma- 
chine System; Solution of 
Faulted Three-Phase Net- 
works; Typical Stability 
Studies. 


1948 356 pages $6.00 


ae es oe en TT | 
By 


ON APPROVAL COUPON 


ll 
JOHN WILEY & SONS, INC. fl 
440 Fourth Ave., New York 16, N. Y. 

Please send me, on ten days’ approval, a copy A 
of Kimbark’s POWER SYSTEM STABILITY, Vol. A 
Il. If | decide to keep the book, I will remit 
$6.00 plus postage; otherwise | will return [| 
the book postpaid. 


Neumie os. 2. 352s fs cee eat ah ths Reese ee eres [ 
Address :-2:.2c2i23 8a a Se eae ces i 
Cah yan: oe es ee ayes Aas See tay State... ....----------- 
Employed by 20.220 22a ie oes ay ee ee | 
(Offer not valid outside U.S.) GER-4-48 U 
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TRADE LITERATURE 


Area Meter—Electronically operated area 
meter—developed to accurately measure the 
more viscous liquids such as black liquor, 
tar, chemicals, refrigerants, as well as the 
freer flowing liquids—is described. Features, 
principle of operation, and power require- 
ments are some of the subjects covered. 
Four pages. Bulletin 23B.—Bazley Meter Co., 
Cleveland 10, Ohio. 


Radial Guards—Safety equipment for all 
portable horizontal tools is the subject of 
this bulletin. Illustrations have parts num- 
bered for identification. Eight pages. En- 
titled ‘‘Make Safety Pay.’—Flohr Safety 
Equipment, Inc., Buffalo 17, N. Y. 


Cooling Equipment-——Cabinet exhaust fan 
designed for flushing the air of instrument 
cabinets and radio transmitter cubicles is 
described. Subjects briefly covered arecapac- 
ity, Venturiring, mounting, and motor. One 
page. Form RP-22—Rotron Div., Jenckes 
Knitting Machine Co., Pawtucket, R. I. 


Adhesives—Research aid in choosing ad- 
hesives, sealers, and coatings is the purpose 
of this brochure. Illustrations include such 
bonding operations as: plywood-to-metal and 
vinyl sheeting-to-wood; and sealing opera- 
tions involving aircraft cabins, auto bodies, 
and boat decks. Included in the 18 case 
histories are such industries as automotive, 
aviation, ship-building, oil, and refrigera- 
tion. Twenty-eight pages. Entitled “3M 
Adhesive in Industry’’—Minnesota Mining 
and Manufacturing Co., 901 Fauquier Ave., 
St. Paul 6, Minn. 


Welding—Simplified weiding techniques for 
maintenance and repair of a wide variety of 
metals, forms, castings, and heavy ma- 
chinery components are set forth in this 
bulletin. Specialized methods involving 
welds made below base metal heat of fusion 
through surface alloying are described in 
detail. Photographs and diagrams illustrate 
step-by-step Operation; brief case histories 
are given. Four pages. Railroad Salvage 
Bulletin R.—Eutetic Welding Alloys Corpo- 
vation, 40 Worth St., New York 18, N. Y. 


Overhead-line Splicing—Beryllium copper- 
lined splices for overhead lines is the subject 
of this technical bulletin. Sizes of the splices 
are shown for copper, Copperweld full ten- 
sion, and loop service. Installation tool data 
and performance facts complement the text 
material. Also described are connectors for 
dead-end connection of overhead lines to 
disk-type insulators, and line-repair sleeves 
for restoring broken stranded cable. Eight 
pages. Bulletin No. 48Y1.—Burndy Engi- 
neering Co., Inc., 107 Bruckner Bloud., New 


Vork 54, N. VY. 


Disconnecting Switches—Outdoor _hook- 
operated switches used as isolating devices 
for lightning arresters, cable potheads, 
transformers, and circuit breakers, where the 
switch is not required to interrupt Current, 


are described and illustrated. Design and | 


construction features are given, and rating 
charts included. Six pages. GEA-4911.— 
Apparatus Dept., General Electric Company, 
Schenectady, N. Y. 


Electrical Connectors—This catalog con- 
tains a broad coverage of electrical connect- 
ing devices, with specifications, illustrations, 
and suggestions for inspection, installation, 
and maintenance. Each product is illus- 
trated with half-tones, diagrammatic 
sketches, and cutaway photographs. Thirty- 
two pages. Catalog No. 16.—Howard B. 
Jones Div., Cinch Mfg. Corp., 2460 W. 
George St., Chicago 18, Ill. 
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Air Conditioning—This engineering and ap- 
plication data book describes equipment 
used in the recovery of stale, vitiated, or 
contaminated air. The bulletin contains in- 
formation about the selection of equipment; 
other subjects covered are the system’s 
function, construction, application, opera- 
tion, and service. Sixteen pages. Bulletin 
105-A.—W. B. Conner Engineering Corb., 
114 East 82nd St., New York 16, N. Y. 


Welding Equipment-—The resistance-weld- 
ing tips, holders, and alloys described in this 
catalog are illustrated with photographs, 
diagrams, and specification charts. Among 
the special features 1s a section describing 
the physical and mechanical properties of 
special electrode alloys and their applica- 
tion. A chart indicates recommended elec- 
trode materials for spot-welding similar and 
dissimilar metals. Forty pages. Form No. 
M-400-D—P. R. Mallory and Co., Inc., 
Indianapolis 6, Indiana. 


Torque Control—The three parts of this 
remote torque-contro! system—transmitter, 
torque unit, and amplifier—are described. 
Typical performance curves indicate the 
behavior of the unit with varying loads. A 
schematic diagram shows the arrangernent 
of a typical system. Dimensionai-drawings 
are given for each of the three units. Eight 
pages. Bulletin 711-21—Eclhtpse Pioneer 
Div., Bendix Aviation Corp., Teteboro, N. J. 


High-voltage Cable—Physical and electrical 
properties of super coronol cable are pre- 
sented with text material, tables, and per- 
formance curves. Photographs show the 
results of heat-resistance tests. Four pages. 
GEA-1788D—A pparatus Dept., General Elec- 
inde=Co. Schenectady, N::Y. 


Lighting—For those interested in cost- 
cutting of production through improved 
lighting, this booklet-folder combination 
recommends a procedure, and provides a 
guide for foot-candle levels and illustrations 
for various lighting applications. The bul- 
letin is six pages. Form LMP-148-60M. The 
folder, twelve small-size pages, is entitled 
“Balanced Lighting.’”’— Fostoria Pressed Steel 
Corp., Fostoria, Ohio. 


Low-resistance Measurement—This instruc- 
tion manual gives complete directions for 
the operation of the Ducter, a low-resistance 
ohmmeter, for application to a wide range 
of uses. Comments on certain equipment to 
be tested such as cable and conductor joints, 
oil circuit-breaker assemblies, and rotating 
equipment include such subjects as useful 
formulas, sources of trouble, and procedures 
in testing. Price fifty cents. Forty-eight 
pages. Form No. 24525.—James G. Biddle 
Co., 1816 Arch St., Philadelphia 7, Pa. 


Welding Symbols—The 1947 Standard 
Welding Symbols, a revision of the 1942 
Standard, covers 34 of the processes used in 
various industries throughout the country. 
The method of presentation has been revised 
from a form of rules to a step-by-step presen- 
tation in lecture-type form. The rules have 
been expanded to include a means of indicat- 
ing welds having rust penetration. Other 
features are: the dropping of the confusing 
terms ‘‘near side’”’ and ‘‘far side’ from the 
nomenclature; the addition of 45 illustra- 
tions showing the various applications of the 
symbols; and a chart which provides a com- 
pact summary Of the use of the welding 
symbols, for ready reference. Price fifty 
cents. Seventy pages. Entitled ‘Standard 
Welding Symbols; 1947.”’—A merican Weld- 
img Society, 88 West 89th St., New York 18, 
INeueY 2 
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WHAT IT 1S... 
@ Two separate, completely independent, 
electron guns. : 


@ Individual circuits for intensity, focus, 
and X-, Y- and Z-axis modulations. 


e Independent, identical linear time bases 
for each beam. Choice of driven or contin- 
uous Sweeps, or combinations thereof. 


@ Provision for applying common linear time 
base signal to the horizontal plates of both 
guns. 


e@e Automatic beam control. 


@ Balanced-output deflection amplifiers for 
each deflection system. 


@ Built-in voltage calibrator applicable to 
either Y-axis amplifier at any time. 


@ Position and sensitivity equalizing cir- 
cuits for X-axis. 


@ Provision for use of an oscillograph-rec- 
ord camera such as Du Mont Types 271-A or 
314. 


@ Operation at total acceleration potential 
of 4500 volts. 


@ Brilliant traces. 


WHAT IT DOES... 
Only the dual-beam oscillograph 
‘can simultaneously... 


¥ Compare the complete signal and an ex- 
panded portion thereof. 


# Enable observation of transient voltage 
and current (see accompanying oscillogram). 


¢@ Measure explosion time and rate of 
change of pressure. 


¥ Show velocity and acceleration. 


¥W Show velocity and pressure changes on 
engine valves. 


¥ Compare speed and vibration. 


¥ Compare voltages and currents in multi- 
phase circuits. 


¢ Compare adjustment of push-pull and 
other symmetrical circuits. 


¥ Compare electrocardiograms picked up 
from two different points. 


¥ Compare input and output signals of 
amplifiers. 


¥ Offer two channel recordings, with Type 
314 Oscillograph-record Camera. 


¥ Compare related periodic phenomena on 
different sweep frequencies, 


SPECIFICATIONS... 


Type 5SP- Cathode-ray Tube. 


Sweep-frequency range: 2 to 30,000 saw- 
tooth cps. 


Sweep recurrence: single or continuous. 


Y-axis amplifier response: flat to dc., down 
3db at 200 kc. ; 


X-axis amplifier response: flat to dc., down 
3db at 150 kc. 


Deflection: for all amplifiers 1 v. dc./in. 
approx, 


Power: 115/230 v., 50-60 cps., 300 watts, 
3 amp. fuse. 


Size: 17/2" x 2254" x 2214"; wt. 125 lbs. 


Housing: Cabinet or relay rack. 
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} The introduction of the Type 279 
Dual-beam Cathode-ray Oscillo- 
graph makes available for the first 
time a really dual instrument with 
separate and wholly independent 
electron guns. The circuits associ- 
ated with each gun are also distinct 
and separate. For the first time, sep- 
arate time bases are provided for 
each beam with provision for apply- 
ing one time base to both guns, if so 
desired. For the first time, an oscil- 
lograph is offered which alone can 


» Descriptive literature on request. 


perform the applications listed. 

Now it is possible to superimpose 
two complete traces without a cum- 
bersome and costly optical system 
or by the use of time-sharing de- 
vices. And with the P2 screen, the 
light output is more than sufficient 
for visual observation or for photo- 
graphic recording of high-speed 
transients. 

Other advanced features are the 
built-in calibrator and the ability to 
respond to direct-current signals. 


@ ALLEN B. DU MONT LABORATORIES, INC. 
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Electrical 
takes a 


Insulation Performance 


with new 


TURBOTHERM PLASTIC INSULATED WIRE 


Beyond which TURBOTHERM Insulated Wire, 
available with solid or stranded copper conduc- 
tor, offers a flexible, assembly-facilitating process. 
This means production-time economy right at 
your own line and bench-manufacturing points. 
Your requirements of insulated wire within the 
gauge range of No. 14 down to No. 30 can be 
most advantageously served by TURBOTHERM. 
Ask for samples and become convinced. 


WILLIAM BRAND & COMPANY 


276 FOURTH AVENUE, NEW YORK 10, N. Y.—325 W. HURON STREET, CHICAGO 10, ILL. 


OlL TUBING e SATURATED SLEEVING e VARNISHED CAMBRIC 
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Underwriters Laboratories Approved for 80 de- 


gree C. Appliance, Radio Hook-up and Instru- 
ment Wire; T. F. and T. F. F. for decorative wall 


brackets and candlelabra lighting fixtures, and 
small electrical tools and controls, where 
operation in oil at 60 deg C. is a requisite. 


PAPER AND TAPE e MICA AND MICA PRODUCTS 
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1. E. S. Lighting Handbook 


‘ted by R. W. McKinley—Illuminating 
Bee necting Society, New York. 1947. 856 


pp. $7 50S 
The long-standing need for a complete 
compilation of lighting data is fulfilled by 
this handbook. It places conveniently 
within reach of the reader a summary of 
ertinent lighting knowledge accumulated 
through the years. This information is 
evaluated and interpreted with respect to 
today’s needs by a qualified group of over 
100 contributing specialists—engineers, 
hysicists, architects, decorators, artists, 
and eye specialists. To broaden the scope of 
the condensed handbook treatment, each 
chapter is concluded by a long list of refer- 
ences of original literature which allows the 
reader to further investigate subjects of 
particular interest. An unusually large 
number of photographs and illustrations is 
included throughout to clarify and amplify 
points of particular importance. 

The book logically begins with a treat- 


’ ment of the fundamentals of light and light- 


ing, including the various types of sources, 
the control and measurement of light, and 
the methods of calculating illumination. 
This reference section provides the reader 
with a foundation of basic technical in- 
formation and time-tested application tech- 
niques. Following this are several sections 
devoted to the various aspects of interior, 
exterior, sports, transportation, photo- 
graphic, and television lighting, along with 
applications of infrared and ultraviolet 
energy. Also included is a section on minia- 
ture lamps and their many uses. These ap- 
plication sections provide a fairly complete 
description of the illumination requirements 
for the various lighting fields, and the 
methods by which they can be fulfilled. To 
further aid the lighting designer in making 
his recommendations, the Manufacturers’ 
Reference Data section furnishes detailed 
engineering information on many types of 
commercially available lighting equipment. 

The handbook covers the field quite 
thoroughly and the wealth of data it con- 
tains should make it invaluable not only 
to those in the lighting field, but also to 
architects, interior decorators, consulting 


engineers, eyesight specialists, teachers, and 


others interested in the humanitarian as- 


pects of light and lighting. 
HERBERT R. KAEWERT 


Fluid Mechanics of Turbo Machinery 


George F. Wislicenus—McGraw-Hill Book 
Co., Inc., New York. 1947. 630 pp. $7.50. 


Intended to serve as an advanced text- 
book as well as a reference work, this book 
covers adequately the theory of fluid-flow 
machinery in the incompressible field and 
offers as well considerable material on com- 
pressible flow. Consideration of practical 
deviations from theory is limited to hy- 
draulic pumps, these being, as the author 
states, the field of his experience. Condi- 
tions for similarity and the effect of Rey- 
nolds’ number are clearly stated. There is a 
good description of cavitation. 

A section on hydraulic couplings and 
torque converters is included, as well as an 
interesting treatment of ‘‘ducted” pro- 
pellers. 

Beyond the simple theory, nothing deal- 
ing with turbines is contained in the book, 
which is to be regretted, since this reviewer 
knows of no modern work covering theory 
and practice on turbines as well as this 
one covers pumps. 
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Enclosed in the book are a shock polar 
diagram and a hodograph for supersonic 
airflow calculations, a chart of thermo- 
dynamic properties of air, and a chart of 
characteristics of turbines in specific speed, 
flow, etc. 

P. H. KNOWLTON 


Radar Beacons 


Edited .by Arthur Roberts, Office of 
Scientific Research and Development, Na- 
tional Defense Research Committee— 
McGraw-Hill Book Co., Inc., New York. 
1947. 489 pp. $5.00. 


This is Volume 3 of the Massachusetts 
Institute of Technology Radiation Labora- 
tory Series and represents a very compre- 
hensive treatment of the various types of 
radar beacons. 

It is unique in that it is the only book ever 
published on that subject. 

While necessarily based upon the in- 
tensive beacon developments of wartime, 
enough background, design data, and 
operational information is given to enable 
the prospective peacetime user to choose 
the proper beacon system for his naviga- 
tional requirements. 

The text is divided into four major parts: 
Basic Considerations; Beacon Design; In- 
terrogator and System Design; and Bea- 
cons in the Field. 

Because Radar Beacons is alone in its 
field, and since it is so complete in its cov- 
erage, it is likely to serve as a beacon 
designer’s bible for some time to come. 
Its influence will be strongly felt upon the 
design and placement of beacons as navi- 
gational aids to commercial planes and 
ships. 

It is to be hoped that the editors will 
ultimately undertake a treatment of 
Ramark beacons, perhaps developed too 
late for inclusion. Low cost and simplicity 
make probable the widespread use of this 
noninterrogated type of beacon for certain 
of the navigational problems. 

The beacon motto quoted in the text is 
interesting and significant: 

“They also serve who only stand and 
wait.” 

L. H. LYNN 


The Electrical Appliance Sales Handbook 


Laurence Wray—McGraw-Hill Book Co.., 
Inc., New York. 1947. 231 pp.’$3.50. 


If the thousands of electric-appliance 
dealers throughout the country, and their 
sales people, would study this book and 
master its contents, a distinct service would 
be rendered to electrical manufacturers, 
public utilities, and consumers themselves; 
for it contains a wealth of data on operating 
costs, advantages to the housewife and 
farmer, and the economies that can be 
secured. 

Special emphasis is laid upon electric 
appliances on the farm, including water 
supply and the various electrical aids. The 
author has for years been associated with a 
magazine devoted to the electric-appliance 
trade and has access to information which 
may be presumed to be accurate and up- 
to-date. 

The book is free from high-pressure sales 
technique and confines its sales arguments 
to facts and statistics. Unfortunately, even 
though the book presents much useful 
information, it 1s doubtful that any but a 
small percentage of appliance salesmen will 
take the time to read it. It is at times rather 
lengthy and involved, as for example, when 


GENERAL ELECTRIC REVIEW 


(Available books may be purchased through the GENERAL ELECTRIC REVIEW for domestic delivery; none sent on approval. ) 


the author presents the case for cooking by 
electricity as opposed to cooking by bottled 
gas. Nevertheless, the book is a useful 
contribution and should be on every ap- 
pliance dealer’s shelf. 


C. F. Scorr 


The Science of Plastics, Vol. I 


Edited by H. Mark and E. S. Proskauer— 
Interscience Publishers, Inc., New York. 
1948. 632 pp. $9.00. 


“The Science of Plastics” is an attempt to 
collect and index the most important papers 
covered in the abstract service, ‘‘Resins, 
Rubbers and Plastics,’ by the same authors. 
The abstracts have been used in their 
original form with some relocation of them 
and the provision of a subject index to 
facilitate finding the information desired. 

This book does not appear to cover all of 
the abstracts in the original abstract serv- 
ice, nor can it be kept up to date easily as 
the service itself. Except for the index 
(which does not appear to have been 
thoroughly checked) the book will be of 
little value to those persons presently sub- 
scribing to the abstract service. To many 
who do not, it will be a valuable reference 
book for those specific papers it covers. 

In conclusion, it is only fair to comment 
that the selection of papers covered con- 
tains a fairly high percentage of those 
written by authors associated with the 
Brooklyn Polytechnic Institute. 
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NEW METHOD CUTS 
TOOLING COSTS 


Want to get precision parts in pilot S 
lots without paying a fortune fer cy 5 
tools? Or do you want just a few @%& 

close tolerance stampings to prove ©) 

your design before investing 1n per- 
manent tools? The Short-Run De 
partment of Instrument Specialties 
Co. is geared to handle just such 
headache jobs. And fast. 

I-S methods eliminate costly 
tooling on shearing, bending, pierc- 
ing. Precision is comparable to that 
obtained with permanent tooling 
Delivery is quicker, cost far less. 
Parts can be produced in our Short- 
Run Department in any quantity, 
up to the point where permanent 
tooling becomes less expensive. 
Beryllium copper or any other heat 
treatable alloy lends itself to this 
new technique. 

The I-S Short-Run Department is 
saving big money for some of Amer- 
ica’s best known concerns. An in- 
quiry concerning your problem will 
get immediate attention 


2° PROCESSED” 


INSTRUMENT SPECIALTIES CO., INC. 


Bergen Bivd. Little Falls, N. JS. 
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© Whatever your transformer needs 
—power units like these, or special 
designs for deflection yokes, hori- 
zontal or vertical sweeps, or oscil- 
lators—General Electric can supply 
them... and quickly. G.E. offers 
its facilities and engineering 
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NEW PYRANOL CAPACITORS 
AVE SPACE, WEIGHT, MONEY 


i 


POR oN 


If you have been using 600-volt d-c 
capacitors on circuits rated 400 
volts or less, you’re in for a sub- 
stantial saving in weight, size and 
cost by specifying General Elec- 


te 


60 


US THESE 
WE SHIP THESE ?) 


“know-how” to television manu- 
facturers in tailoring these trans- 
formers to their requirements. Just 
tell us your specifications and we 
will meet them to your complete 
satisfaction. Power-supply trans- 
formers are available now in core- 


tric’s new 400-volt Pyranol units. 
Compared with 600-volt ratings, 
these new, standard, 400-volt ca- 
pacitors will save you from 24 to 
51 per cent in volume, 23 to 33 per 
cent in weight, and approximately 
10 per cent in cost. They are avail- 
able in 2-, 4-, 6-, 8- and 10-muf 
ratings with solder-lug or screw- 
thread terminals optional on the 
four larger sizes; the 2-muf size 
comes with solder-lug terminals 
only. 

New developments, such as sili- 
cones and new paper, are continu- 
ally improving the quality of G-E 
capacitors. They also permit our 
engineers to handle your new fe- 
quirements to your complete satis- 
faction. Write for quotation On any 
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and-coil and enclosed-case styles as 
standard units designed for tele- 
vision applications. Units for other 
uses are tailor-made from standard 
parts. Ask your G-E representative 
for more information; you'll be 
pleased with the prices and ship- 
ments he will offer you. 


capacitor needs, or check Bulletin 
GEA-2621 for more information 
on the new d-c line described 
above. ; 


NEW, 
SMALLER 
SELENIUM 
RECTIFIER 


This new General Electric selenium 
rectifier, less than one inch long 
and one inch square, is available 
now for receiver and other elec- 
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tronic applications. It costs little 
and mounts in places where a rec- 
tifier tube and socket won’t fit. Tests 

rove that this new selenium rec- 
tifier will outlast several 117-volt 
rectifier tubes. Installation is easier 
too—only two soldering opera- 
tions and a minimum of mounting 
hardware are required. 

These rectifiers have an excep- 
tionally high inverse-peak rating, 
and the inverse current is extremely 
low even with peak voltages up to 
350 volts. At rated current output, 
the forward drop is five volts or 
less. Ratings are based on ambients 
of 50 to 60 C. Check Bulletin 21- 
127 for more information on this 
and other General Electric radio 
rectifiers. 


NEW MACHINABLE PLASTIC 
= FOR UHF INSULATION 


A new arrival in the plastics in- 
sulator field is G-E No. 1422, which 
offers characteristics of advantage 


‘in the manufacture of ultra-high- 


frequency equipment, television, 
EM, radar, and radio sets, and many 
other electronic applications. Pos- 
sessing a dielectric constant of 2.5 
to 2.6 with a power factor of .0006 
to .0009 at 3000 mc, G-E No. 1422 
exhibits unusual heat resistance and 
excellent machinability. 

Indicative of its machinability is 
the industrial production of r-f con- 
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nector beads from G-E No. 1422 on 
automatic and semi-automatic 
screw machines. As a low-loss di- 
electric in the hands of the electric- 
equipment designer, it affords an 
excellent low-cost means of pro- 
ducing experimental models and 
small production quantitiesthrough 
the use of standard machine shop 
tools. Check coupon for technical 
report. 


HANDLES 12 CIRCUITS 
SIMULTANEOUSLY 


This new telephone-type relay is 
capable of handling as many as 12 


circuits in a wide variety of contact | 


combinations. Designed for multi- 
purpose use in industrial electronic 
apparatus, communications and 
signaling equipment, these devices 
have service lives measured in mil- 
lions of operations. Working from 
five basic contact arrangements, 
combinations can be stacked to 
satisfy intricate circuit switching 
requirements. Silver, palladium, or 
tungsten contacts can be supplied; 
the choice depends on rating and 
life specifications. 

More than 500 different coils are 
available, with ratings ranging 


GENERAL ELECTRIC COMPANY, Section J642-16 
| Apparatus Department, Schenectady 5, N. Y. 


Please send me: 


[] GEA-2621 
[] GEA-3299 
Ll GEA-1574 


400-v D-c Capacitors 
S Type KT Time Meter 


NOTE: More data available in Sweets’ File for Product Designers. 
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from 1 to 250 volts, and 0.1 to 
26,000 ohms. This varied selection 
of coil ratings makes it possible to 
match closely the coil voltage and 
resistance with the rating of the 
energizing circuits. Check Bulletin 
GEA-4859 for full details. 


TO MEASURE 
TUBE LIFE 


Now available for immediate deliv- 
ery, General Electric Type KT 
time meters are ideal for inclusion 
in transmitters and other electronic 
equipment where knowledge of 
tube ‘‘on time” is important. They 
can record operating time in hours, 
tenths of hours, or minutes, and are 
built in four forms: round or square 
for panel mounting, portable with 
attached base, or for conduit mount- 
ing. Those designed for panel 
mounting are housed in small Tex- 
tolite cases that harmonize with 
other panel devices. 

Telechron motor drive assures 
an accurate record of tube opeta- 
tion over a long period of time. 
They can also be used on electronic 
production tools, such as resistance 
welders, to keep an accurate record 
of machine operating time. Re- 
searchers use them for measuring 
time intervals, verifying circuit Op- 
eration, and life testing. Bulletins 
GEA-3299 and GEA-1574 have full 


details. 
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[] 21-127 Selenium Rectifier 
[] GEA-4859 Telephone-type Relay 
Cl Report on G-E No. 1422 Plastic 


Lae) 


on e 
\uable addition ees 
ve ering nrerature: 


QNTROL 
MOTORS 


ae Ort S e 
the engineer 


MAGNETIC © 


0 


f 
INDUSTRIAL 


By GERHART W. HEUMANN 


Administrative Assistant, Control Engzt- 
neering Division, General Electric Co. 


““His (Mr. Heumann’s) apparent skill 
and broad knowledge of the subject 
make the acquirement of the book 
by those concerned with motor ap- 
plication and maintenance athorough- 
ly practical and rewarding investment. 


“Mr. Heumann characterized the en- 
gineering of industrial control equip- 
ment as both a science and an art. 
His treatment of the science is 
excellent, and written to be under- 
stood by those who are familiar with 
the general principles: of electrical 
engineering and electrical machinery. 


“In order to cover the field he has 
defined, the author describes the 
characteristics of commonly en- 
countered motor applications, and 
illustrates the circuit design, com- 
ponent selection and physical layouts 
by describing the controllers normal- 
ly applied to the problem. 


“The frequent use of photographs of 
the control equipment aids material- 
ly in giving the reader a grasp of 
the physical dimensions and external 
characteristics of the system under 
discussion. The inclusion of the ma- 
terial on amplidynes and their use in 
control systems is much to be com- 
mended since it is certain that these 
versatile and still relatively unfamil- 
iat devices will find wider and wider 
application with the passing years...”’ 


—*Richard Fleming, 
Consulting 
Engineer, N. Y. 


1947 
590 pages 


$7.50 
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ON APPROVAL COUPON 


JOHN WILEY & SONS, INC. 
440 Fourth Ave., New York 16, N. Y. 


Please send me, on ten days’ approval, a 
copy of Heumann’s MAGNETIC CON- 
TROL OF INDUSTRIAL MOTORS. 
If I decide to keep the book, I will remit 
¢7.50 plus postage; otherwise I will re- 
turn the book postpaid. 
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LIBRARY NOTES 


ON ARTICLES IN OTHER TECHNICAL JOURNALS 


AIR FLOW 
Linearized Subsonic and Supersonic Flow About In- 
clined Slender Bodies of Revolution. 
E. V. Laitone—Jour. Aero. Sci., Nov., 1947; 
v. 14, pp. 631-642. 

Amathematicalarticle, with bibliography. 


AIRPLANES 
Analysis for Optimum Transport Airplane Configura- 
tion. ; 
Philip A. Colman—Aero. Engng. Rev., Dec., 
1947; v. 6, pp. 20-27. 3 

The turbine-jet engine is considered 
superior for the highest speed, short-range 
operation for any pay load; the turbine- 
propeller engine for all other conditions. 


AMPLIFIERS, DYNAMOELECTRIC 

Amplidyne Gives Quick Response on Synchronous 
Condenser Fields. 

J. H. Vivian and F. V. Gillum—Elec. Wid., 
Dec. 20, 1947; v. 128, pp. 68-71 


Experiences of the Southern California 
Edison Co. 


ARC WELDING 
Motor Frames Welded by Submerged-Arc. 
J. B. Arthur—Am. Mach., Dec. 4, 1947; v. 
91, pp. 106-109. 

Using specially built machines and fix- 
tures, motor frames are fabricated on a 
mass-production basis. — 


BRAKES 
External Friction Blocks and Shoes. 


A. C. Rasmussen—Prod. Engng., Dec., 
1947; v. 18, pp. 1384-136. 

Conditions that make external contract- 
ing shoes self-energizing and self-locking are 
described and recommendations made for 
positioning the hinge pin, choosing dimen- 
sions, and selecting linings to embody self- 
energization and self-locking into the design 
of brakes. 


CAPACITORS 
Paper Capacitors Containing Chlorinated Impregnants. 
D. A. McLean—Ind. & Engng. Chem., 
Nov., 1947; v. 39, 1457-1461. 

Benefits of controlled oxidation of the 
paper. 


DRYING 
Vacuum Drying of Paper. 


N. M. Foote—Ind. & Engng. Chem., Dec., 
1947; v. 39, pp. 1642-1646. 

The removal of water, important in many 
technical processes, is shown to be of special 
importance in the manufacture of radio 
parts employing electric insulating paper. 


ELECTRIC CONTROL SYSTEMS 

Electronic Mofor Drives Increase Machine Tool Ver- 
satility. 

R. B. Crawford—Mach., Dec., 1947; v. 54, 

pp. 156-159. 


ELECTRIC MACHINERY 


Generator Ratings and Load-carrying Capabilities of 
Generating Plants and Systems. 


J. H. Foote—Edison Elec. Inst. Bul., Nov., 
1947; v. 15, pp. 339-401. 

The compatibility of the kw ratings and 
actual load-carrying capabilities of the 
prime mover, its associated el gen- 
erator, and the system load which it will 
satisfy. ‘ 
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ELECTRIC MOTORS, FRACTIONAL-HP 


Hysteresis Synchronous Motors Embody New Design 
Principles. 


Herbert C. Roters—Elec. Mfg., Dec., 1947: 
v. 40, pp. 102-106, 198, etc. 

By bridging over stator slots, distributing 
the winding, and using polyphase revolving 
field, parasitic losses are minimized and 4 
new line of motors with good efficiencies is 
made possible. 


ELECTRIC TRANSMISSION LINES 

Economics of High-volfage Transmission by Under- 
ground Cables. 

R.N:-Berry—l. E. E.. JSour., Pt. Tis Dees 
1947; v. 94, pp. 573-590. 


A study of costs, choice of cable types and 
sizes, losses, etc. 


ELECTROCHEMISTRY 


_ New Mercury Cell Makes Its Bow. 


W. C. Gardiner—Chem. Engng., Nov., 1947; 
V.204, pp. 103-412. : 

Illustrated description of the first com- 
mercial application of the mercury cell for 
electrochemical processes. 


ENGINEERING 


Machines-Tailored-To-Man Kindle New Engineering 
Design Concepts. 


Leonard C. Mead—Soc. Auto. Engrs. Jour., 
Dec., 1947; v. 55, pp. 40-46. 


Points out that the design of engineering 
structures is always subject to the physical 
limitations of the man who must operate the 
device. This is conspicuously obvious in the 
design of aircraft. 


FILING 
Personal Data File Saves Valuable Time. 


George O. Guesmer—Civil Engng., Dec., 
1947; v. 17, p. 753. 

Explains the author’s simplified method of 
classifying and filing clippings, pamphlets, 
photographs, etc., in the maintenance of a 
personal file of engineering data. Includes 
subject-heading list used to cover the field of 
civil engineering. 


FILMS 
Concave Mefallic Replica Gratings. 


I. Simon—Rev. of Sci. Instr., Dec., 1947; v. 
18, pp. 894-896. 

Describes a method of producing metallic 
replicas from gratings by electrodeposition 
of copper. It is possible to obtain concave 
replicas from a convex original grating 
either metallic or glass. 


FOUNDRY PRACTICE 

Aluminum Alloy Castings. 
Floyd A. Lewis—Foundry, Dec., 1947; Vv: 
75, pp. 74-77, 186-188, 190. 


The first article of a series on aluminum 
alloy foundry practice. 


Electromagnetic Pumping of Molten Metals. 


Mario Tama—Iron Age, Dec. 4, 1947; v- 
160, pp. 68-70. : 

The electromagnetic method of pumping, 
in conjunction with the induction gielting 
furnace, appears to offer new and Fae 
techniques for permanent mold. aa diecast- 
ing operations. Flow is controlled by varia- 
tions of induced current. 

il: (Continued on page 64) 
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Simple 
to 
sell 


Use standard tools, and standard methods, to 
make mechanical joints in aluminum wire. With 
the wide range of connectors available, me- 
chanical joints present no problems. 
BOLTED-TYPE connectors: Made in both 
aluminum and coated copper, designed to con- 
fine the conductor closely and exert even 
pressure throughout the contact area. 
COMPRESSION-TYPE connectors are also 
available in a wide range, have the advantage of 
high pressure between conducting surfaces. 
Application ofa joint compound isrecommend- 


Insulated Aluminum Wire & Cable 
A WIDE RANGE OF MECHANICAL 


CONNECTORS AVAILABLE 


ed to maintain the high efficiency of connectors. 
Wire and cable with Alcoa E.C.* Aluminum 
Conductor is light, too—easy to handle and 
pull, easy to install. They’re all reasons why 
your over-all job costs are lower when you 
figure it in aluminum! a 
Alcoa supplies E.C. Aluminum to leading 
wire and cable manufacturers who draw, strand, 
insulate and sell it under oe me trade 
arks. Your wire supplier can furnish it. 
Bac. Gaubane oF AMERICA, 2113 Gulf 
Building, Pittsburgh 19, Pennsylvania. 


“FOR ELECTRIC WIRE AND CABLE 


Neva ase os 


Neary 
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+E. C.; Electrical Conductor Aluminum 


What procedures must you use 
to make A-1 experimental 
equipment? 


Find 
the 
answers 


in 


Techniques in 


EXPERIMENTAL 


- ELECTRONICS 


By C.H. BACHMAN, Associate Pro- 
fessor of Physics, Syracuse University 


Professor Bachman has assembled 
the results of his twelve years’ 
experience in developing vacuum 
and electronic devices for industry 
in this excellent working manual. 
A unique feature is the inclusion 
of as many as possible of those 
techniques which the author 
learned ‘‘the hard way’’—through 
personal effort. He discusses neces- 
sary equipment, techniques for 
the production and measurement 
of vacua, the preparation and de- 
sign of glass tubulations, the pro- 
duction of glass seals, the prep- 
atation of cathodes and other 
electrodes, and the preparation 
and application of fluorescent 
materials. Many useful tables are 
included, as well as explanatory 
diagrams for such operations as 
severing glass tubing, preparing 
an end, beading a wire, hole 
patching and mounting and emit- 
ting filaments. 


1948 252 Pages $3.50 


eng | ee =| 
ON APPROVAL COUPON 


JOHN WILEY & SONS, INC. ! 
440 Fourth Ave., New York 16, N. Y. i 


Please send me, on ten days’ approval, a 
copy of Bachman’s TECHNIQUES IN EXPERI- i 
MENTAL ELECTRONICS. If | decide to keep 
the book, | will remit $3.50 plus postage; | 
otherwise | will return the book postpaid. ; 
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LIBRARY NOTES (continued) 


GAS TURBINES 


1000-kw Gas-turbine Plant Features New Centrifugal 

Compressor Design. 

Power, Dec. 1947; v. 91, pp. 851-853. 
Experimental open-cycle unit built by 

Maschinenfabrik Oerlikon, Switzerland, 

completes test run. It uses a low-pressure 

system for injecting fuel for combustion. 


INSULATING OILS 
Advantages of an Inhibited Transformer Oil. 


T. E. Reamer and R. G. Larsen—A.S:T.M. 
Bul., Dec., 1947; pp. 58-65. 

The factors which lead to the deteriora- 
tion of transformer oils in service are 
described. Numerous accelerated tests for 
measuring the stability of such oils are con- 
sidered together with criteria of evaluation. 


MACHINE DESIGN 
Acceleration of Inertia Loads with a Varying Torque. 


James D. Burby—Prod. Engng., Dec., 1947; 
v. 18, pp. 102-105. 

Describes methods for calculating the 
time required to accelerate a rotating inertia 
load by a torque that can be defined or 
approximated as a function of speed. An ex- 
ample of use of the method is the calculation 
of motor drives for flywheels. 


METAL CLEANING 
Abrasive Tumbling Reduces Finishing Cost. 


Vallory H. Laughner—WMach., Dec., 1947; 
v. 54, pp. 189-146. 

Deburring, cleaning, and finishing opera- 
tions, both in job shops and high-production 
plants. 


METAL CUTTING 
Oxyacetylene Powder Cutting and Scarfing. 


D. H. Fleming, Jr.— Steel, Dec. 1, 1947; v. 
121, pp. 96-97, 120, 128, 126. 

How the powder cutting reaction over- 
comes difficulties encountered in cutting 
oxidation-resistant metals. 


METALS—PRESS-WORKING 
Forming Thin-metal Cylinders. 


Wallace C. Mills—Am. Mach., Dec. 4, 1947; 
v. 91, pp. 96-103. 

Small cylinders with open or lock seams 
demand good tooling for economical and 
efficient production. Given here are a num- 
ber of extremely successful designs. 


METALS, PULVERIZED 
Sieve Test of Metal Powders. 


Rolla E. Pollard—Nat. Bur. Stds. Jour. 
Res., Dec., 1947; v. 39, pp. 487-505 (RP No. 
1843.) 

How reproducible results were obtained 
in sieve tests of sponge iron, electrolytic iron, 
electrolytic copper, and nickel when certain 
variables affecting the sieving characteristics 
of the powders were eliminated or con- 
trolled. 


PHOTOTUBES 
Infrared Image-converter Tube. 


T. H. Pratt—Jour. Sct. Insir., Dec., 1947; 
v. 24, pp. 312-314. 

A form of photocell in which the anode is 
replaced by a fluorescent screen. For various 
applications where infrared radiation can 
be used to provide certain indications of 
value in industry as well as in war. 


PLASTICS 
Quantitative Tests on Finished Mouldings. 


William D. Owen—TI. FE. E. Jour., Pt. TI, 
Dec., 1947; v. 94, pp. 635-649. ais 


PUMPS 
Centrifugal Pumps—An Alternative Theory. 


H. H. Anderson—I.M.E. Proc., War Emerg, 
Issue No. 27, 1947; v. 157, pp. 57-84. 

Suggests a new theory for the hydraulic 
design of centrifugal pumps. 


RADIO ENGINEERING 


Measurement and Suppression of Radio-influence 
Voltage. 


R. 8. Davidson—Elec. Mfg., Dec., 1947; v. 
40, pp. 79-81, 174, etc. 

Why, from several methods, use of a radio- 
noise and field-strength meter within a 
screened enclosure was chosen as best. 
Measurements on d-c machines and means 
of suppression are described. 


REFRIGERATING ENGINEERING 


Desirable Desiccant Properties for Refrigerant Water 
Removal. 


P. L. Veltman and C. E. Waring—Refrig. 
Engng., Dec., 1947; v. 54, pp. 550-553, 
584-585. 

On the performance of desiccants for com- 
bating water in refrigerants. 


SPECTROPHOTOMETERS AND 
SPECTROPHOTOMETRY 


Recording and Control System for Infrared Spectro- 
photometer. 


Gerald M. Rassweiler and others—Optical 
Soc. of Am. Jour., Dec., 1947; v. 37, pp. 
963-974. 


STEEL, ALLOY 
An Evaluation of Boron-treated Steels. 


Walter F. Toerge—Steel, Dec. 8, 1947; v. 
121, pp. 93-98, 100, 102, 104. 
Data on the properties of steels so treated. 


STRAINS AND STRESSES 
X-ray Method of Measuring Poisson's Ratio. 
R. F. Hanstock and E. H. Lloyd—I.M.E. 
Proc., War Emerg. Issue No. 26, 1947; v. 
157, pp. 52-55. : 

The measurement in metals by an x-ray 
diffraction method. 


VIBRATIONS 


Simplified Method for the Design of Vibration-isolating 
Suspensions. 


R. C. Lewis and Karl Unholtz—A.S.M.E. 
Trans., Nov., 1947; v. 69, pp. 813-820. 

Presents a new type of chart-treating of 
coupled natural frequencies of suspended 
bodies showing frequency ratios, nodal 
positions, and optimum selection of ratios 
directly in terms of physical dimensions of 
body to be mounted. 


VIBRATORS 
Use of Vibration as a Means of Industrial Drive. 


C. A. M. Thornton—I.M.E. Proc., War 
Emerg. Issue No. 25, 1947; v. 157, pp. 20-31. 

The construction and theory of vibratory 
machinery for screening, consolidating, facil- 
itating flow of materials, and the like. Con- 
siders various kinds of systems and their 
drives. § 


VISION 

Eyes on the Job. Be 

Ethel M. Spears—Conf. Bd. Man. Kec., 

Nov., 1947; v. 9, pp. 331-333. . 
How the Western Electric Co. uses the 

Bausch & Lomb “‘Ortho-Rater’”’ for measur- 

ing the visual skills of employees. 


& 


WELDING 
Advanced Techniques for Pressure Vessels. 
Gerald Eldridge Stedman—Weld. Engr., 


Dec., 1947; v- 32, pp. 36-40. | 
New methods in welding developed to 


British standard test methods for deter-.espeed and improye the production of special- 
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The G-E Electronic Repro- 
ducer, which magnetically re- 
creates the full recorded 
sound, derives its magnetic 
field from a G-E SINTERED 
ALNICO 5 permanent magnet. 


a 


/ 6-E DEVELOPMENT 


_” SINTERED ALNICO 5 


Actual size of G-E SINTERED 
ALNICO 5 permanent magnet 
used in the G-E Electronic Re- 
producer is shown in red. 


NEW ENGINEERING DEVELOPMENT 
SINTERED ALNICO 5, General Electric’s newest 
magnetic material, now enables you to design 
intricate shapes with higher external energy than 
ever before. The minimum guaranteed available 
energy is 3,500,000 gauss oersteds for most sizes 
and shapes. New G-E SINTERED ALNICO 5 

ossesses tensile properties several times those 
of CAST ALNICO 5 and can be produced eco- 
nomically in small size parts. You get better sur- 


face finish plus closer dimensional tolerances 
with new G-E SINTERED ALNICO 5. 


NEW DESIGNS POSSIBLE 

New SINTERED ALNICO 5 has higher ex- 
ternal energy than either SINTERED ALNICO 2 
ot 4. This makes possible new designs heretofore 
impossible or impractical. It is especially adapt- 
able where small powerful magnets having high 
magnetic properties are required. Because of their 
great stability and external energy, SINTERED 
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ALNICO 5 magnets can save valuable space in 
your product. You can usually improve your 
product by re-designing to use high energy G-E 
SINTERED ALNICO 5. Typical applications now 
in production which use G-E SINTERED ALNI- 
CO 5 include the following: meters, relays, foun- 
tain pens, electronic reproducers, and compasses. 


ENGINEERING SERVICE 
G-E application and development engineers, 
working closely together, are ready to advise you 
on new SINTERED ALNICO 5 and other G-E 
magnetic materials. Our engineers are backed by 
years of research and the development of thou- 
sands of magnetic applications. They will be glad 
to work with you on your product design. For 
more information, please mail the coupon shown 

below. | 


YOU GET 5 ADVANTAGES 

1. Higherexternal energy than either SINTERED 
ALNICO 2 or 4. 

2. Tensile properties are several times greater 
than CAST ALNICO. 

3. Excellent surface finish. 

4. Close dimensional tolerances. 

5. Intricate shapes possible. 


METALLURGY DIVISION 
CHEMICAL DEPARTMENT 
GENERAL ELECTRIC COMPANY 
PITTSFIELD, MASS. 


Please send me: 
( ) Technical Report on new SINTERED ALNICO 5. 


( ) Bulletin, CR-4, “G-E Permanent Magnets.” 


PRODUCTS MERD....2.---:-2-0--220r 00 rote 


ADDRESS eee AT 


CD48-V2 


